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DRAMATIC PLEA FOR 


Economy Bloc Demands Cut in Warplane Funds 


Miners Demand Back Pay, Stay in Shaft 


Here are some of the fifty-six miners on a "sit-down" strike at the 250-foot level of the Wolfe 
Colleries company mine at Oneida, near Hazleton, Pa. The miners refused to come out of the shaft 
until their demands for back pay are met. Three days after the strike began, five of the original 
sixty-one strikers had been brought to the surface for treatment. These shown are munching food 


sent down from a canteen at the mine mouth. 


Business Reaction Favorable to 


ration 


OPPOSE LIFTING 
LIMIT ON SIZE 


OF ARMY FLEET 


DECLARE 
5,500 
PLANES 


SUFFICIENT 
TO MEET 


D E F E N S E 
REQUIRE- 


MENTS; SUPPORT HOUSE 
LIMITATION. 


ing 
^tnk 
Still "Holed Up 
Priest Intervenes 


" 


Hazelton, Pa., Feb. 25— (/P)—A 


larish priest took a leading part to- 
ay in renewed attempts to end an 
nderground strikfc' of Wolfe Colli- 
ries company miners who have been 
holed up" in a pit at nearby Oneida 
01 four days, demanding wages 
hey claim are overdue. 


The priest, the Rev. Joseph Bar- 
n, who once went down into 
the 


line to plead with the men to come 
ut, helped arrange a conference 
etween a committee representing 
hf- strikers and Hugh V. Brown, 
istrict president of the United Mine 
Vorkers, to discuss the situation. 


Brown has declared the strike was 
unauthorized." 
Five miners have been brought to 


he surface for treatment since the 
trike began, but 56 remained in the 
line on levels 250 and 500 feet be- 
DW the surface. Nick Sency, prcsi- 
ent of the union local, said 
they 


.-ere determined to stay there and 
fight for their rights." 
They are demanding payment of 
28,000 in wages they claim 
have 


een due since 1937, payment 
in 


ash of current wages due February 
0, and a twice-a-month pay sched- 
le. 


Des Homes, Feb. 25—03?)—American business men today 


studied an invitation from Secretary of Commerce Harry L. 
Hopkins for labor, agriculture and business to join government "on the 
same side of the table' to work out the nation's economic problems. 
In a speech filled with references to "free enterprise," "private in- 
vestment," 
and "business 
confi 
" 


dence'- 
serted 


the secretary last night as 
the national administration 


is out to promote recovery "wit] 
all the vigor and power at its com 
mand." 


Rebels Raid Mexican 


Town; 29 Lives Lost 


Mazatlan, Sinaloa, Mexico, Feb. 
5—(7P)—F e d c r a 1 troops under 
Jencral Ignacio Elizondo today pur- 
ued a rebel band which yesterday 
ttacked the town of La Palma, 23 
liles from Mazallan Port, and en- 
aged the troops in a battle in 
/hich 29 men were killed. 


Have Common Purpose 


The government earnestly wishes 


that these things (recovery) be ac 
complished, and we ask that labor 
the farmer and business men joir 
us not across, but on the same side 
of the table to accomplish our com- 
mon purpose," Hopkins asserted. 


First comment from business cir- 


cles indicated a favorable reaction 
in general. However, there 
were 


some who softened their 
appraisal 


of Hopkins' plans with a suggestion 
business wait for a practical dem- 
onstration of his program. 


Hopkins first formal address since 


joining President Roosevelt's cabin- 
et was made in a business meeting. 
He was introduced to a Des Moines 
Economic club dinner by 
B. F. 


Kauffman, president of a bank here. 
On the other side of the speaker sat 
W. A. Harriman, of Harriman, N. 
Y.. chairman of the Union 
Pacific 


railroad board 
of 
directors 
and 


chairman of the business advisory 
council for the department of com- 
merce. 


Harriman Lauds Hopkins 


. Harriman said the speech "should 


be encouraging to everyone respon- 
sible for the conduct of 
business." 


He predicted Hopkins will be 
"the 


greatest secretary of commerce we 
ever had." 


In New York, Floyd B. Carlisle, 


chairman of Consolidated Edison 
company of Xew York, and Wendell 
L. Willkie, president of Common- 
wealth and 
Southern corporation, 


3N THE INSIDE 


NEWS IN PICTURES 


Franco reported planning to name 
rother-in-law new premier of Spain 
-See Page 2. 
Prisoners remove Florida kidnap- 
r's body from 
death 
house—See 


'age 10. 
Betfc Davis, Spencer Tracy lion- 
red 
for 
film 
performances—Sec 
'age 3. 
"Two Ton" Tony Galcnto con- 
inucs his winning ways—See Page 


Hungarian, premier orders Nazi 
arty outlawed—See Page 10. 
Bettman elected temporary presi- 
ent of Curb exchange—See Page f>. 
Britain launches new $37,600,000 
uper-drcadnaught—See Page 6. 


SPECIAL FEATURES 


Chamberlain's optimism contrary 


> European outlook, cays Byers— 
ee Pago 2. 
A full page of timely and inter- 
sting news' pictures.—Sec Page 7. 


commented favorably on 
Hopkins' 


speech. 


Outlines Program 


The secretary outlined a federal 


program of encouragement to indus- 
try which recommended: 


A tolerant attitude by labor 


dealings with employers. 


Assistance for small business^. 
Use of utilities as one means of 


breaking "the log-jam of private in- 
vestment" 


"No general rise in federal taxes," 


THUGE IN 


CONNOR STRIKE 


RIVAL UNIONS AGREE TO PLAN 


FOR PREVENTING VIOLENCE 
AT 
STRIKE-BOUND LAONA 


PLANT. 


Laona, Wis., 
Feb. 
23—(JP)— 


William Connor, jr., manager of the 
Connor Lumber and Land company, 
said today a truce had been agreed 
upon by representatives of A F L 
and CIO unions to prevent violence 
at the Strike-bound plant. 


To Hire No Outsiders 


"The AFL union agreed not to 


molest or disturb non-strikers at the 
plant," Connor said. "Both the CIO 
and AFL, and the company agreed 
that no outsiders would be hired. 
The agreement is to stand until the 
arrival of national labor board rep- 
resentatives. 


"The AFL officials said they 


would maintain picket lines at the 
plant but would offer no objection 
;o any but outsiders passing through 
the picket line." 


Connor estimated about 100 men 


were permitted to go through the 
picket lines today. 


Washington, Feb. 25—( 


—Economy advocates in the 
senate joined today in an ef- 
fort to reduce the §170,000,000 
expenditures President Roose- 
velt has proposed for new war- 
planes. 


Several said they believed a 


substantial saving could be 
made by supporting the house- 
approved limitation of 5,500 planes 
for the army. This limit has been 
raised to 6,000 by the senate mili- 
tary committee. 


Should Pass Along Saving 


Senator Burke (D-Neb.) told re- 


porters it was his belief that, if 
costs could be reduced by mass pro- 
duction of planes, as contended by 
Secretary of War Woodring and oth- 
ers, this saving should be 
passed 


along to the taxpayers rather than 
be invested in additional craft. 


Senators King (D-Utah) and Holt 


(D-W. Va.) joined Burke in this 
stand and all three announced they 
would support a proposal by Senator 


lark (D-Mo.) to restore the 5,500 
imitation. 


Clark, absent when the committee 


approved the army and air corps ex- 
pansion bill, asserted army experts 
had testified a total of 5,500 planes 
would meet defense requirements. 


Asks Limitations Removed 


Woodring urged the committee to 


remove all limitations and thus per- 
mit the army to acquire as many 
ships as possible with the money 
congress provides. 
He said mass 


production would cut costs so radi- 
caly there was hope of buiding be- 
yond even the 6,000 limit with the 
$170,000,000 fund recommended by 
the president. 


"If the army says 5,500 panes are 


enough," said Burke, "let's 
build 


them as economically as possible and 
keep the total expenditure down." 


Oppose Guam Project 


The economy advocates, prepared 


to contest for the lower limitation 
when the bill is called up in the sen- 
ate Monday, joined also in a con- 
troversy over a proposal to revive a 
$5.000,000 authorization for air base 
improvements at the Pacific island 
of Guam. 


The house eliminated this item 


from a naval air base bill after op- 
ponents of the project had declared 
it would be "a dagger at the throat 
of Japan." 


Holt, Burke and King said they 


would oppose 
restoration 
of 
the 


Guam authorization. 


Italians Living in 


France Begin Mass 


Exodus to Homeland 


Paris, Feb. 25—(/P)—Thousands of Italian citizens living in 


France were leaving for their homeland today in a mass ex- 
odus under Premier Mussolini's repatriation order for Italians abroad.' 


An Italian embassy spokesman said the exodus was "only a beginning " 
Italian officials said several hundred Italians were leaving Paris 
aboard special trains in the 
" 
~ 
in the after- 


noon while "nearly 3,000" were re- 
turning to their native land from 
Marseille, 
Bordeaux 
and 
other 


cities. 


Seen as Slap at France 


Although the movement officially 


was in response to the repatriation 
order under which Italians in all 
lands were being called home, it was 
viewed in many quarters as a direct 
slap at France. 


Officialy, the French government 


accepted Home's official reason that 
the repatriation followed the Fascist 
plan to get most of the 
Italians 


living abroad Jback to work in Italy. 


Despite this '- reason, the 
occur- 


rence of the repatriation at a crucial 
moment in Italian-French relations 
was viewed by responsible quarters 
as due to one of two things: 


1. Either Italy feared war with 


France might come soon or; 


2. Italy wanted "to frighten" the 


French into believing she was pre- 
paring to back up colonial demands 
on France with action. 


Italians Leaving Corsica 


Today's 
repatriation 
movement 


followed by a day a disclosure that 
Italian residents of Corsica, French 
island department near the Italian 
mainland, were returning home. The 
Italian embassy estimated the num- 
ber to leave "Corsica on Monday at 
about 1,000. 


(Italy estimates the number of 


Italians living abroad at 10.000,000, 
a figure which does not take into 
account naturalizations and includes 
the children born of Italians abroad. 


(According to this figure 
there 


are 092.000 Italians in France. 3,- 
749,000 in the United States, 1,837,- 
000 in Brazil and 1,826,000 in Argen- 
tina. 
Mussolini wants to get 
as 


many as possible of these under the 
Italian flag.) 


Italian flags were set up in stand- 


ards in the Lyon station in Paris as 
the assembly point for the Italians 
leaving today aboard special trains. 


Estimate 1,300 Lea\ing Today 
Despite an Italian embassy esti- 


mate that "nearly 3.000'' Italians 
were 
leaving French 
provincial 


cities, renorts from the provinces in- 
dicated that, 
counting also those 


(Continued on Page Six) 


Former Pittsville 
Brothers Confess 
Cattle Rustling 


Two brothers, formerly of Pitts- 


ville, faced one-to-10 year 
prison 


terms for cattle rustling today after 
pleading guilty in circuit court at 
Oregon, Ogle county, 111., yesterday 
and were sentenced by Judge Leon 
A. Zick, according to the Associated 
Press. 


The brothers are Homer Coult- 


hard, 22, and Grant, 20. A third 
brother, Robert, 24, also is under in- 
dictment on similar charges. A date 
for his trial has not been fixed. 


The wire dispatch stated that 


while the trio was charged specifi- 
cally in an indictment with theft of 
cattle from the 
Emerald Bussey 


farm in Lynneville township, the 
state also accused the young men of 
stealing cattle in 10 northern Illin- 
ois counties. Prosecutors said the 
three came to Illinois fiom Pitts- 
ville, Wis., and operated in Winne- 
bago, Stephenson, Ogle, De Kalb, 
Lee, Boone, Whiteside, McHenry, La 
Salle, and Kane counties. 


SCORE INJURED 


IN DERAILMENT 


OF FAST TR 


PASSENGER CARS ROLL OVER 


20-FOOT 
EMBANKMENT 
IN 


WYOMING; NONE OF VICTIMS 
CRITICALLY HURT. 


JURORS D E L I B E R A T J3 ON 


GUILT 
OR INNOCENSE 
OF 


TAMMANY LEADER AS PRO- 
TECTOR OF POLICY RACKET 
MOB. 


in 


those levies 
the necessary 


and 
amendment of 


which tend to freeze 
flow of capital. 


An increased national income to 


take up the unemployment slack and 
to balance the budget. 


Greater returns to the farmer for 
his crops. 


INJURIES FATAL 


Milwaukee, Feb. 25— ( 
. 
Harry 
Fagler, 38, died at a hospital here 
today of injuries suffered yesterday 
when the automobile in which he 
was riding struck a concrete post. 
The driver of the car, Victor Johns, 
23, was bruised, 


Heil Asks NLRB Ruling 


Madison, Wis., Feb. 
25—(JP) — 


Uovernor Heil today awaited aid 
rom the national labor relations 
)oard in settling the Connor Lum- 
)er and Land company strike at La- 
ma, Wis. 


The governor yesterday telegraph- 


id Voyta Wrabetz, state labor board 
lead who is in Washington, to ob- 
ain a decision from the national 
'Card to determine the employes' 
bargaining 
agent. The telegram 
said: 


"Will you contact the national la- 


bor board with reference to the Con- 
nor Lumber company men on strike 
again? They have been waiting for 
a decision from the labor board. 
They are in confusion as to who is 
the bargaining agent. Please get the 
labor board to make a decision at 
once so peace may be restored at the 
Connor plant." 


Alexander Elected by 


Paper Manufacturers 


John E. Alexander, president and 


general manager of the Nekoosa- 
Edwards Paper company, was elect- 
ed general chairman of "the Sulphite 
Paper 
Manufacturers association 


when that body met in annual con- 
vention_ in Now York City this 
week, it was learned here today. 
Mr. Alexander succeeds Harold 6. 
Nichols of the Crown Zellerbach 
corporation. 


In addition to Mr. Alexander, 


other Nekoosa-Edwards Paper com- 
pany officials attending' the New 
York convention sessions, held at 
the Waldorf-Astoria hotel, are J. 
A. Auchter, first vice president and 
treasurer; A. C. Remley, general 
sales manager, and Lee Turley, ad- 
vertising and sales promotion man- 
ager. 


Extinguish Fire in 


Railroad Mail Car 


Firemen were called to the North 


Western railroad station here last 
night at 10:20 to extinguish a fire 
in a mail car of the evening north- 
bound passenger train which had 
just moved into the station. 


The flames started in the corner 


at one end of the car from an over- 
heated coal stove. Trainmen discov- 
ered the blaze at Almond, one of 
the stations through which the train 
passes en route to Wisconsin Rap- 
ids. The train was delayed but 
a 


short time he^e, firemen quickly ex- 


New York, Feb. 25— (^?)— New 


York's most eventful criminal trial 
in recent years drew to an end to- 
day as 
General Sessions 
Judge 


Charles C. Nott, jr., concluded his 
charge to the jury which will decide 
whether Tammany District Leader 
James J. Hines was the political pro- 
tector of the Dutch Schultz policy 
racket mob. 


The case went to the jury at 11 :25 


a. m., C. S. T. after 
the 
court's 


charge, \\hich lasted an hour and 25 
minutes. 


To Decide 2 Questions 


All members of Hines' immediate 


family listened intently as 
Judge 


Nott told the jury it was called upon 


whether an 
of 
policy 


tinguishing the blaze 
cals. 
with chemi- 


Accepts Plan to 


End Spanish War 


Paris, Feb. 25—(.-P)—Span- 


ish government officials said 
tonight that government Pre- 
mier Juan Negrin had accept- 
ed a British proposal for an 
armistice to end the Spanish 
civil war. 


to decide two questions 
unlawful combination 
, 


banks was formed and received pro- 
tective political influence of Hines 
throuuh the police, courts and other 
judicial officers, and whether Hines 
was a party to a conspiracy. 


He said the 
jury 
must 
decide 


whether the first count of the indict- 
ment charging conspiracy had been 
outlawed by the two-year statute of 
limitations as contended by the de- 
fense. 


The indictment carries 13 counts. 


One is a misdemeanor charge of con- 
spiracy. The other 12 charge the 
powerful political leader conspired 
"to wilfully contrive and propose to 
draw lotteries." 


Reviews Testimony 


The court dwelt at length 
upon 


Wood County Ranks 45th 


in 1938 Traffic 
Deaths 


Union Lenten Service 


Here Sunday Evening 


The first of a series of five Sun- 


day evening union lenten services 
will be held at the First Moravian 
church on Sunday at 7:45 p. m. with 
the Rev. F. F. Knickerbocker of the 
First Baptist church delivering the 
sermon on "The 
Question of a 


Troubled Prophet." 


Presiding at the service will be 


the Rev. R. H. Gross, and the Trin- 


, ity Moravian choir will sing. 


Wood county ranked 
forty-fifth 


among Wisconsin's counties in the 
number of highway traffic deaths 
and seventy-first in the number of 
accidents on a population basis dur- 
ing 1938, according to statistics of 
the state highway commission an- 
nounced today. 


Pepin County "Safest" 


On the basis of population, Pepin 


county was Wisconsin's safest for 
motorists and pedestrians in 1938. 
With no traffic deaths 
all year, 


Pepin placed first for fewest fatal- 
ities and was eleventh among all 
counties in the number of accidents 
per 100,000 population. 


Polk county placed first for few- 


est accidents on a population basis, 
but 12 deaths during 1938 pulled the 
county's standing down to sixty- 
third for fatalities. Price was sec- 


ond in fewest deaths and fourth in 
fewest 
accidents—the 
best all- 


around record of any county. Eleven 
persons died as the result of traf- 
fic accidents in Wood county during 
the 12-month period 


•U Counties Reduce Toll 


Leaders for fewest deaths among 


counties in 
the order 
mentioned 


were Pepin, Price, Barren, Green, 
Pierce, Eau Claire, Burnett, Mar- 
quette, Chippewa, Taylor, Winne- 
bago, Rusk, and Trempeleau. Forty- 
four counties reduced their number 
of traffic deaths in 1938 over 1937. 
Selection of counties to receive 1938 
safety plaques at the annual state- 
conference in Stevens Point April 13 
will be made on the basis of fatali- 
ties and safety promotion within the 
counties. 


• he testimony of J. Richard "Dixie 
Davis, lawyer for the slain Schultz; 
George Weinberg, self-slain gang- 
ster, and Harry Schoenhaus, book- 
keeper for the crime syndicate dom- 
inated by Schultz. 


He reviewed their testimony that 


Hines joined the conspiracy upon re- 
ceiving an initial payment of §1,000 
frortj Schiiltz and that headquarters 
for the mob \\as opened subsequent- 
ly in Harlem. 


LaCrosse Crossing 


Crash Fatal to Two 


LaCrosse, Wis., Feb. 23—(.!P)—A 


man identified as 
R. L. 
Barnes, 


about 40, Minneapolis oil salesman, 
and Leona Reardon, about 33, of La- 
Crosse, were killed last night whm 
the car driven by Barnes 
collided 


with 
an 
eastbound 
Burlington 


Zephyr at a grade crossing here. 


E. J. Lidstone, about 38, also a 


Minneapolis oil salesman, and Mrs. 
Bernice Buhler, about 34, of 
La- 


Crosse, other occupants of the car, 
were injured. 
Lidstone suffered a 


slight brain concussion and 
body 


bruises. Mrs. Buhler's condition was 
described as critical. 


Miss Reardon was employed as a 


hostess in a night club at La Cres- 
cent, Minn. 


Laramie, Wyo., Feb. 
25—(J=P)— 


Injured when five cars of the Union 
Pacific's "Pony Express" passenger 
train "keeled over" a 20-foot em- 
bankment in southern Wyoming, 14 
persons were under treatment today 
at a hospital here and five others 
were in a Rawlins, Wyo., hospital. 


Three persons were able to leave 


the Laramie hospital after receiving 
first aid. 


Passengers "Kept Heads" 


W. W. Jaeger, one of several in- 


surance executives bound for 
the 


Golden Gate exposition at San Fran- 
cisco, said his 
fellow 
passengers 


"kept their heads pretty well" when 
the cars jumped the track and over- 
turned near Bosler, Wyo., at 10 p. 
m. last night. 


Jaeger said he and his wife were 


sound asleep in their 
berth 
but 


awolce when they felt "the bumping 
of the wheels over the ties." 


"There was a smash, a crash and 


I sensed the car sailing through the 
air," Jaeger said. 
"Then the car 


keeled over on its side and came t 
rest." 


Little Confusion 


There was little screaming or oth 


er confusion among the passengers 
Jaeger related after he and his wif 
were brought to the hospital her 
Bosler is 17 miles north of Lara 
mie. 


Ambulance drivers were impede 


by a blinding fog while driving t 
the scene of the wreck, where th 
injured were swaddled in blanket 
against the zero cold.. . 


_ Dr. E. W. DeKay, Laramie physi 
cian, said he had to kick out a win 
down before he could enter one o 
the pulhnans and start boosting ou 
the injured passengers. He cut on 
of his legs on the broken windo\ 
glass. 


None of the injured, with the pos 


sible exception of a Negro 
porter 


was believed injured dangerously. 


Henry Eberhardt, 
Veteran Employe 
of Nepco, Dies 


Henry Eberhardt, 65. an employe^ 


of the Nekoosa-Edwards Paper com- 
pany for almost half a century, died 
at his residence in Port Edwards at 
5:30 p. m. Friday after an illness of 
one week with a heart ailment. 


Services will be held here at the 


Krohn and Berard chapel at 2:30 p. 
m. Monday, and on Tuesday 
the 


body will be taken to Milwaukee for 
services in the chapel of the Wiscon- 
sin Memorial park at 2:30 p. m. and 
entombment in the Memorial mau- 
soleum. The Rev. George Westphal 
will officiate. 


A native of Wood county, 
Mr. 


Eberhardt was born in the town of 
Grand Rapids on August 
8, 1S73, 


the son of Mr. and Mrs. Adolph 
Eberhardt. In 1S91 he came to Port 
Edwards and worked in the old saw 
mill. From 1S93 to 1909 he was em- 
ployed at the L. M. Alexander resi- 
dence in Milwaukee, and since then 
he worked at the Port Edwards mill 
of the Nekoosa-Edwards Paper com- 
pany. His marriage to Louise Bues 
took place in Milwaukee on Septem- 
ber 28, 1909. 
Surviving relatives 


include his wife, four brothers, Louis 
and Edward of Wisconsin Rapids, 
Charles and William of Gary, Ind., 
and one sister, Mrs. William Van 
Ryite of Appleton. 


Funeral services are in charge of 


Krohn and Berard and friends may 
pay their respects at the funeral 
home until time for services. 


CALLS ON GREEN, 
LEWIS TO SETTLE 
THEIR QUARREL 


PRESIDENT'S LETTERS TO 


L E A D E R S OF RIVAL! 
F A C TI O N,S- ASKS AP- 
POINTMENT OF 
NEGO- 


TIATING COMMITTEE. 


Draft Substitute for 


Ag Council Labor Bill 


Milwaukee, 
Feb. 
25—(JP)—A 


™>r>rnittec of 15 to draft a substitute 
for the Wisconsin Council of Agri- 
culture's new labor bill was appoint- 
ed last night at a meeting of repre- 
sentatives of eight independent lab- 
or unions in Milwaukee and Racine. 


A. R. Atwood, president of the 


United Association of Office, Sales 
and Technical Employes, said a sec- 
ond meeting would be held Monday 
to speed up work on the substitute. 


Speakers denounced the council's 


bill as "a threat to the future of or- 
ganized labor.'' 


Miami, Fla., Feb. 25— (&)] 


—President Eoosevelt, in let- 
ters today to the heads of thei 
country's rival labor organiza-i 
tions, said labor "faces a chal-* 
lenge in finding itself divided 
into 
opposing- 
camps" 
and 


called upon them to name a com-t 
mittee to negotiate peace. 


In letters to John L. Lewis, chair- 


man of the Congress of Industrial; 
Organizations, and William Green,) 
president of the American Federa- 
tion of Labor, identical except foij 
the final paragraph, he declared the! 
American people "sincerely hopei 
that a constructive negotiated peace* 
with honor may come about between; 
the A. F. of L. and C. L O. withinj 
the early months of the new year." 


"No Insurmountable Obstacles" 
"The secretary of labor," he add-, 


ed in the letters made public at thei 
temporary White House here, "tells; 
me that after careful investigation,' 
and prolonged conversations with re- 
spective leaders in both groups there! 


>****f<*<+*-'*^r*t^^r^+f*f^+++* 
DECLINE COMMENT 


New York, Feb. 25— (&>)— John! 


L. Lewis, C. I. O. head, and William 
Green, American Federation of La- 
bor president, said today they had 
received a request from President 
Roosevelt urging them to effect 
peace within the labor 
movement 


but neither Avould discuss the con- 
tents. 


Green and Lewis both declined to 


comment immediately. 


"Quite definitely, I'll have nothing 


to say today," said Lewis. 


"I expect to make a formal state- 


ment later this afternoon/' said 
Green. 


appear to be no insurmountable ob- 
stacles to peace and that in fact 
there is a real and honorable desire 
for unification in the labor move- 
ment among all parties concerned." 


The president was still at sea 


aboard the cruiser Houston when his 
letters, making a dramatic plea for 
labor peace, -were given out by Act- 
ing Secretary William Hassett. 


Request Based on 4 Grounds 
In asking the C. I. O. and A. Fj 


of L., at loggerheads 
nearly three! 


years over the organization of labor 
by industry and by craft, to appoint 
committees to negotiate "terms of 
peace," Mr. Eoosevelt based his re- 
quest on four grounds: 


First, because it is right. 
Second, because responsible offi- 


cers in both groups "seem to me to! 
be ready and capable of making a! 
negotiated and just peace." 


Third, because "your membership! 


ardently desire peace and unity foil 
the better ordering of their respon- 
sible life in trade unions and iij 
;heir communities." 


Fourth, because the government of 


he United States and the people of 


(Continued on Page Six) 


Polish Students in 


Anti-Nazi Disorder 


Warsaw, Feb. 
25 —(3P)— Tha 


)olish foreign office apologized 
to 


he German ambassador today and 
doubled the guard around the embas- 
sy after 
students had b r o k e rt 


hrough police lines and smashed 
wo windows in an 
anti-German 
demonstration. 


The students' latest outburst was 


aid to have been aroused by reports 
from the Free City of Danzig that' 
nen in Nazi uniforms had forced 
heir way into the Polytechnic instit- 
ute and beaten up a number of Pc~ 
ish students designated by German 
ellow students. 


U. S, ENVOY DIES 


Berlin, Feb. 25—(/T)— Prentiss B. 


Gilbert, charge 
d'affaires 
at 
the 


United Statos embassy, 
died last 


night of a heart attack. H« was 55 
years old. 


NAMES NEW COLONEL 


Madison, Wis., Feb. 25—(£>)__ 
overnor Heil today named O 
.T 


Hardy, publisher of the Oshk'osh 
Northwestern, a colonel on his mill-, 
ary staff. 


THE WEATHER 


For Wisconsin^ 


Cloudy 
tonight 


and Sunday, oc- 
casional snow In 
east and south 
portions; • rising 
temperature. 


CLOUDY 


Today's Weather Facts— 


Maximum temperature 
for 


hour period ending at 7 a. 
24- 
10; 
minimum temperature for 24-no«r 
period endintr at 1 a, m., -21^ 
perature at 7 a. m,, -19, 
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MOVE TO QUIET 
BUSINESS FEARS 
GAINS IMPETUS 


NEW DEAL EFFORTS TO RE- 


STORE CONFIDENCE SEEN IN 
PREDICTION 
OF FEW NEW 


LAWS THIS SESSION. 


Washington, Feb. 25— (IP)—The 


Roosevelt administration's effort to 
quiet business fears and encourage 
private investment gained impetus 
today from a statement by Demo- 
cratic Leader Barkley of the senate 
that he had received word no gener- 
al anti-monopoly legislation would 
be offered at this session of con- 
gress. 


Barkley told reporters he had re- 


ceived this information from Chair- 
man O'Mahoney (D-Wyo.) 
of 
the 


special committee of legislators and 
government officials appointed 
to 


investigate monopoly and other eco- 
nomic subjects. 


Small Crop of Xew Laws 


Barkley's announcement was one 


of several apparent indications the 


, crop of new laws turned out at the 


present session of congress might be 


" comparatively,small. 


Another was the statement of Sec- 


retary of Commerce ^Harry L. Hop- 
kins, in an address last night at 
Des Moines, Iowa, that "with the 
emphasis shifted from reform to re- 
covery, this administration is now 
determined to promote that recovery 
with all the vigor and power at its 
. command," 


Party Peace Is Factor 


Speaking privately, 
several sen- 


ators said the desire of many Demo- 
crats for party peace would tend to 
hold the session's output 
of new 


. laws to a minimum. 


A survey of pending bills indicat- 


1 ed to some veteran lawmakers that, 
' aside from 
regular 
appropriation 


measures, less than a dozen import - 


- ant proposals were likely to be acted 
upon before the session ended. 


These 
included 
measures 
to 


strengthen the army and navy, mod- 
,ify the Wagner labor relations act, 
revise the neutrality law, set up a 
-new system of relief 
and public 


•works, attack the railroad problem, 
expand the social security program 
' and provide for reorganization of 
federal agencies. 


Barkley Makes Survey 


The survey was made yesterday 


t>y Senator Barkley in a conference 


• with committee chairmen, who in- 
clude both suporters and critics of 
the administration. 


Barkley predicted 
the 
senate 


•would settle down to a steady pace 
next week when it begins considera- 
tion of the $358,000,000 army ex- 
pansion bill, already approved by 
the house. This will be passed by 
midweek, the majority leader pro- 
phesied. 


The conference followed by a week 


a meeting of house Democrats called 
by party leaders in an effort to re- 
store harmony between administra- 
tion and anti-administration fac- 
tions. 


While conferees said there was no 


talk of party differences at the 
Barkley meeting, it came at a time 
•when, tsenate Democrats 
generally 


were discussing party peace pros- 
pects. 


Granted 15th 
Reprieve from 
Electric Chair 


Hollidaysburg, Pa., Feb. 25—(J 


—Twenty-six-year-old 
Roy 
Lock- 


ard, who said "the Lord told me" he 
•would be saved, has escaped again 
in his grim game of tag with death 
.—at least temporarily. 
' The former Altoona, Pa., WPA 
•worker who was convicted of fatally 
stabbing1 a four year old boy with a. 
railroad spike and sentenced to die 
In the electric chair was granted an- 
.other reprieve, his 15th, late yester- 
day by Governor Arthur H. James. 


The stay until 
March 
27 was 


granted to allow further medical and 
mental examination of the 
dapper 


young prisoner. 


Still' jaunty and neatly dressed, 


Lockard has grown a trim mustache 
and now reads the Bible. He has 
gained 15 pounds. 


Lockard and Mrs. Margaret Kar- 


mendi, wife of an Altoona silk mill 
worker^ were convicted of 
slaying 


little Matthew "Sonny" Karmendi, 
jr., the woman's 
son. The state 


charged she held the 
boy while 


Lockard struck him with a 
spike. 


Twice sentenced to die, Mrs. Kar- 
mendi won a third trial and was 
sentenced to a 10-to-20 year prison 
term for second degree murder. 


The boy was slain, the prosecu- 


tion charged, because he disclosed 
the couple's "dates" by his childish 
prattle. 


Chamberlain Sees No "Crisis" 
Despite Roosevelt's Concern 


Optimism of British 


Prime Minister May 


Be Wishful Thinking 


BY MARK R. BYERS 


ONE of the surprises of the week abroad was Prime Minister 


Chamberlain's Blackburn speech, which apparently was de- 


signed as an answer to President Roosevelt's announcement— 
as he sailed for the West Indies—that there was a crisis de- 
veloping in Europe so dangerous that he might have to cut 
short his vacation and rush back to Washington. 


Mr. Chamberlain said, in effect, that he saw no signs of a 


crisis, that on the other hand he believed his policy or ap- 
peasement was showing results, and that in general things in 
Europe were easing up. 


BYERS 


ing all right 


In view of Mr. Roosevelt's 


professed concern for the de- 


m o c racies as 
a g a i n s t the 
dictator states 
of Europe this 
all has a very 
queer look. It 


'\ was almost as 


Mr. Cham- 


berlain w e r e 
\ hinting to Mr. 


Roosevelt that 
he had better 
mind his own 
business, that 
the 
democra- 


cies were do- 
and would be 


thankful if he would not in- 
terfere. 
Which is what, of 


course, a good many Ameri- 
cans have been suggesting as 
a proper foreign policy at the mo- 
ment. 


It is probably not as true as Mr. 


Chamberlain would like to believe 
that there is no crisis developing in 
Europe. There is tension arising 
both over the settlement of the 
Spanish civil war and the Italian 
demands upon France. That it will 
reach a head in a few weeks can 
hardly be doubted, in view of the 
fact that the Czechoslovak affair's 
technique is being repeated step by 
step at this moment—even includ- 
ing secret mobilization of reservists 
in Italy and, it is said but denied, 
hi Germany. 


Obviously something is up. 
Lord Halifax, Chamberlain's for- 


eign minister, evidently thinks so, 
because his remarks in the house of 
commons were a plain warning to 
the dictators to slow up, and a 
plain promise to give France a free 
hand in dealing with Italy with full 
British support. 


But Prime Minister Chamberlain 


may also see his way out of the 
gathering pressure—the same way 
out he chose at Munich. He may 
plan to meet the ransom demands 
of Hitler and Mussolini, and in that 
case he may be fairly sure there 
won't be a war, and fairly sure 
that his appeasement policy may 
win another "victory"—a Pyrrhic 
victory, to be sure, and paving the 
way for more surrenders in the fu- 
ture, but avoiding immediate war. 
* * * 


Congress Rebukes 
Foreign Adventure 


HETHER or not Chamberlain's 


address was intended as a re- 


buke to Roosevelt and the Ameri- 
can meddling in Europe, the admin- 
istration did receive an unquestion- 
ed rebuke from the congress when 
the house clipped out an appropria- 
tion item in the navy defense bill 
for launching the fortification of 
Guam. It will be recalled that Jap- 
an was officially exercised about 
the administration proposal to cre- 
ate a naval and air base on Guam, 
considering it as a direct threat to 
her position in the Pacific, and 
even to her safety. 


The vote was a straight expres- 


sion of the congressional belief that 
the United States should hold a 
strictly defensive position and avoid 
adventure and recklessness in its 
foreign policy. There was a clear 
cut majority against the Guam pro- 
ject, and many of Mr. Roosevelt's 
party supporters voted against him. 


It seems to be fairly clear now 


that this congress will favor de- 
fense, in the way of necessary and 
even lavish appropriations for new 
airplanes, naval vessels and harbor 
fortifications, 
but neither house 


W 


nor senate will follow the adminis- 
tration in taking sides in foreign 
quarrels or in making menacing 
gestures across the Pacific. If, as 
his opponents charge, Mr. Roose- 
velt is fomenting a war-scare to 
distract attention 
from 
domestic 


failures, he is getting little co- 
operation. 


And the senate has not yet said 


its final say. We shall hear much 
more from the isolationists before 
the session is over, if for no other 
reason than that the administration 
and its admirers are making such a 
point of declaring that isolation is 
impossible and Uncle Sam will have 
to help lick the dictators to make 
the world safe for democracy again. 


How Chamberlain's 
Policy Makes Sense 
DERHAPS the confusion 


situation may be 


of the 


clarified a 


little, in view of Chamberlain's re- 
marks, by analysis of the British 
policy 
pursued 
by 
Chamberlain. 


Things fall into undersfandable or- 
der if it is accepted that instead 
of trying to be the arbiter of Eu- 
ropean destinies, England under 
Chamberlain is trying to set up a 
power 
partnership 
based 
upon 


equality of Italy, Germany and the 
"democracies," to run Europe. 


It looks as if Chamberlain had 


abandoned the centuries-old British 
policy of never permitting any pow- 
er to arise on the continent that 
was strong enough to 
threaten 


England. He assumes, instead, that 
thanks to the airplane England has 
become a part of the continent, 
with the same reasons as other Eu- 
ropean nations to fear invasion. He 
tacitly admits that Germany and 
Italy were badly treated after the 
war, and wants to make amends. 


And in every way possible he is 


trying to set up a partnership with 
Germany—not just to be nice, and 
not merely because he is afraid of 
Germany's might, but in order to 
cement British trade and financial 
position by loans to Germany for 
the mutual exploitation of eastern 
Europe, for the quarantine of Rus- 
sia, and eventually for cracking 
Japan out of the "axis" and having 
assurance that in a show-down in 
the Pacific Italy and Germany will 
not set upon the "democracies" in 
Europe. 


American aid will be welcome in 


the Pacific, as the current Franco- 
British "parallel policies" in the 
Far East demonstrate. When Wash- 
ington makes a move for the "open 
door" or otherwise questions Japa- 
nese policies, Paris and London 
promptly 
follow 
suit. 
But 
Mr. 


Roosevelt is too leftish to be want- 
ed in Europe, it would appear. He's 
too excited about curbing dictators 
and forcing democracy down other 
people's throats. That's not Cham- 
berlain's idea at all. 


If it 
seems odd that 
Britain 


should 
be 
backing 
away 
from 


Roosevelt's offered aid, it is be- 
cause Chamberlain is thoroughly 
cold to the Communist and other 
left-wing 
radical 
clamor against 


Fascism. Mr. Roosevelt's supporters 
are reckoned to be of that ilk, and 
Chamberlain doesn't want any part 
of them. 


It is a ticklish and dangerous 


game, and of course Hitler and 
Mussolini are playing it for the 
last possible squeeze. But it is cold- 
ly realistic, entirely unsentimental, 
and Chamberlain may pull it off. 
Viewed as here stated, it makes 


• CRANIUM 


CRACKERS 


Try these four problems in word 


arithmetic. 


1. A Bibical character plus a 


home for sultan's wives equals a 
fictional horse trader. 


2. 
The nude lady who rode a 


horse minus depart minus a well- 
bred wpman equals a prima donna. 


8. An^ imitation pearl minus "t" 


.equals 'an oily fruit. 


4, 
The stammering: king of 


Prance plus six equals the lion- 
hearted ruler of France. 
TODAY'S kENTEN QUESTION 
.Who is the only Bibical person- 


age whose name begins with the 
letter "Qw? 


Answers on Page 10 
i 


Deluxe Sunday 


DINNER & SUPPER 
Served from 11 A. M. to 2 P. M. 


5 to 7:30 P. M. 


Including 
Dessert 


FRIED SPRING CJHICKEN WITH CELERY DRESSING 


OR HOT BISCUITS 
Sizzling T-Bone Steak 


Virginia Baked Ham, Apricot Sauce 


Beef Rib Roast, an jus 


Stuffed Pork Chops, Applesauce 


Roast Leg of Lamb, Fruit Mint Sauce 


Grilled Veal Patties on Pineapple 


FREE DESSERT — Your choice of Chocolate 
Tapioca Pudding with Cream, Baked Apple with 
Cream or Luick's Ice Cream with any of the 
above meat courses on our regular Sunday Din- 
ner and Supper for only 


EXTRA SPECIAL SUNDAY NIGHT 


Steak Sandwich 


Including 
Tender Steak, French Fries, 


Toast, Salad and Coffee only 
Enjoy Our Afternoon and Evening Ice Cream and Sandwich Specials 


Brothers-in-Law May Rule Spain 


* •». 
- 


Spanish Rebel Generalissimo Franco (left) is reported about to es- 
tablish a new insurgent government, with himself as dictator and 
his brother-in-law, Ramon Serrano 
Suner (right) 
as premier. 


Suner, now Minister of the Interior, is considered strongly pro- 
fascist. 
Trained in the law and holder of important judicial posi- 


tions at an early age, Ramon Serrano Suner was active in the 
underground anti-republican agitation which culminated in the 
Spanish civil war. 
Now 37, he is a leader of the Falangist or 


Fascist wing of the insurgent movement. 
He was captured in 


Madrid when the war started in 1936, but escaped from the "model 


prison" to Franco territory. 


CLEAR INDIANA 
MAN OF PLOT TO 
MURDER FATHER 


JURY ACQUITS WAR VETERAN 


OF CHARGE THAT HE AT- 
TEMPTED 
TO HIRE GANG- 


STERS TO CARRY OUT CON- 
SPIRACY. 
Rensselaer, Ind., Feb. 25—(^P)— 


Ralph Myers, 45, of Rensselaer, 
World war veteran, stood acquitted 
today of a charge he plotted to kill 
his wealthy, 
73-year-old 
father, 


George, for $700 last December 8. 


Jury Out 4'/2 Hours 


A jury of 11 farmers and a house- 


wife deliberated only four and a half 
hours last night before 
freeing 


Myers of a charge of conspiracy to 
commit a felony. 


State Policeman Fremont Lemler 


and James Bartell testified at the 
trial, which started Thursday, they 
had 
posed 
as "gangsters 
from 


Peoria, 111.," to entrap Myers the 
night of December 8 They said they 
had been "tipped" by George Par- 
ker, Rensselaer youth, that Myers 
wanted his father done away with. 
Parker said Myers made a proposi- 
tion to him and he told police. 


Lemler and Bartell said their and 


other state officers caught Myers 
in the act of handing over a $700 
"payoff check." 


Estranged Long Time 


Myers and his father had been es- 


tranged a long time. 
The father, 


former owner of the Jasper County 
Telephone company and reported to 
be worth more than $100,000, died 
of heart disease last January 18 in 
Bradenton, Fla. 


The younger Myers did not take 


the stand in his own defense. Sev- 
eral character witnesses, however, 
testified in his behalf. 


Prosecutor John E. Hopkins said 


the elder Myers made a will in 1937 
in which only $1,000 was to be left 
to the son. 


sense, where Mr. Roosevelt's sob 
stuff about democracies does not. 


Japan Stiffens 
Anti-Foreign Stand 
1">ESPITE warnings from London, 
*~^ Paris and Washington, Japan is 
moving ahead with determination 
in her attempts to conquer China 
and to monopolize Chinese markets. 
The recent seizure of the island of 
Hainan, which brought western pro- 
tests, is now being followed up by 
a demand for control of the Inter- 
national Settlement at 
Shanghai, 


which is governed by a council 
elected by foreign residents, and 
which has its own international de- 
fense force. 


American marines, among others, 


are involved in the situation creat- 
ed by the Japanese demand for con- 
trol. Their leave was stopped when 
the Chinese presented a virtual ul- 
timatum to the council. 


There is some ground for the 


Japanese demand, for there have 
been repeated murders of Japanese 
and pro-Japanese Chinese in the 
settlement—a part of the guerilla 
warfare which the Chinese are car- 
rying on throughout the area Japan 
has "conquered." But foreign resi- 
dents, whose business 
operations 


have been ruthlessly curtailed by 
Japanese for alleged "military rea- 
sons," see in the demand another 
blow to their trade—just as the 
closing of the Yangtze river to all 
but Japanese traders has had that 
effect. 


Meanwhile Japan is taking a very 


stiff attitude toward Russia over 
fishing rights in Siberian waters, 
always a bone of contention. How 
Japan could clash with Russia on 
a front so far removed from her 
Chinese zone of occupation is not 
easy to understand, especially as 
the Japanese troops find themselves 
hard-pressed even to hold the cities 


and villages now occupied. Further 
Japanese advances seem to have 
been stopped while Japan endeav- 
ors to 
consolidate her 
position 


against guerilla depredations. 


The Japanese are said to believe, 


however that the Russian army has 
been so demoralized by the wave 
of executions among its officers 
that it will be unable to make any 
effective resistance. 


Mr. and Mrs. Reuben Strong of 


Acton, Eng., received a telegram 
of congratulations from the king 
and queen 
when they celebrated 


their diamond wedding anniversary. 
They were married in 1878 in a 
snowstorm. 


For a Real Treat 


TRY 


WASHINGTON'S 


SPECIAL: 


French Vanilla with 


cherries. 


ORDER NOW! 


PHONE 76 


GROCERY 


Eighth St. S. 
Phone 76 


wit h old snail wiitt er 


These last few weeks are apt to fool 
you. OLD MAN WINTER might 
sneak up on you any one of these mor- 
nings. And when he does, you don't 
want to be caught without any coal in 
your bin. Be on the safe side and order 
your coal from BOSSERT'S and be as- 
sured of fuel satisfaction in the couple 
of months remaining in the heating 
season. 


Bosserf Coal Co 


Phone 
0 


For QUALITY FUELS THAT 


WILL SAVE YOU MONEY 


Avoid Split in 
Lawyers Quild on 
Communist Charge 


New York, Feb. 25— (/P)— An in- 


cipient split in the National Law- 
yers Guild over charges of Commu- 
nist influence apparently was avert- 
ed today. 


After a four-hour closed confer- 


ence with 12 prominent members of 
the Guild, New York State Supreme 
Court Justice Ferdinand E. Pecora, 
who precipitated 
the controversy, 


last night issued a statement in 
which he said: 


"I have indicated I would continue 


my membership in it provided I be- 
came satisfied that there would be 
no attempt in the future on the part 
of any one to use the Guild as a 
medium for advocating Communism, 
Fascism, Nazism or any of the po- 
litical philosophies repugnant to the 
American philosophy." 


Justice Pecora, retiring president 


of the Guild, and his followers had 
thieatened to resign after charging 
the executive board had failed 
to 


condemn • Commuuism 
and 
other 


'"isms" at a recent convention in 
Chicago. 


The board rejected the condemna- 


tory resolution on the stated ground 


that it was unnecessary and redun- 
dant to the 
Guild's constitutional 


preamble. 


Orson Welles Denies 


He'll Enter Movies 


New York, Feb. 26— (#) — Re- 


ports that Orson Welles, whose ra- 
dio production of a mythical Mar- 
tian invasion shocked New Jersey 
sevei-al months ago, might play the 
title role in a new film version of 
"The Hunchback of\ Notre Dame," 
were squelched last night by Welles 
himself. 


"No, no, no/' he said, when asked 


if he would take the part. He added 
he was too busy, with his radio and 
•stage activities. 
AWNINGS 


CALL 


CITY SIGN SERVICE 


FOR ESTIMATES 


Thos. H. Acott 
Phone 454 
Representing 


OSHKOSH AWNINGS 


"JUST A SHADE BETTER" 


READ TRIBUNE WANT ADS. 


YOUNG 
SKINS 


DU BARRY 
DERMA SEC 


For Extremely Dry Skin 
. . . Especially Recommend- 
ed for Throat and Neck. 


Regular 
$3.00 Value $1.50 


$1.00 Bottle of DuBarry 
Milk of Cucumber 


F R E E 


with a $2.00 Box of 


DuBarry 


Face Powder 


S3.00 ~ , £<* AA 
Value °nly $2.OO 


Limited Time Only 


Whitrock's 


PHARMACY 
"Your Cosmetic Store" 


-AUCTION- 
On account of discontinuing- farming, I am selling my 
full line of personal property on my farm located 4 
miles east of Pittsville on Highways 13 & 73, then 1<4 
miles north or 5!/2 miles southwest of Vesper or 7'/2 
miles south of Arpin. 


WEDNESDAY, 
MARCH 
1 


Sale Starting at 10 A. M. Sharp 


15 Head of High Grade 


Holstein Cattle 15 


T. B. AND BANG'S TESTED. A CERTIFIED HERD. 
10 milch cows, some are fresh and balance to freshen 
soon, two bred 2 year old heifers, 2 yearling heifers 
and 1 2-year-old bull. One aged farm team. 


Hogs and Chickens 


2 Chester White brood sows to farrow last of March, 
one 1-year-old Chester White boar. 25 heavy hens, 
mostly Buff Orpingtons and very good layers. 


Machinery 


Fordson tractor, 7-ft. Minnesota grain binder, 5 ft. 
Minnesota mower nearly new. Keystone hay loader in 
very good condition, 8-ft. hay rake, hay tedder, hay 
rack, 2 high-wheeled wagons, a set of steel wheels, 2 
wheel trailer with cattle rack, corn-planter, 7-ft. disc 
harrow, 3 section spring tooth drag with wheels, 2 
section smoothing drag, harrow cart, potato digger, 
ditcher, little Jap corn cultivator, 11-ft. grain drill, 
single disc with tractor hitch, 
Corn 
King manure 


spreader, 16 in. breaking plow, 2 bottom 14 in. Oliver 
tractor plow, 1 H C silo filler with blower pipes, corn 
cutter, corn rack, Fairbanks & Morse 6 h. p. gas en- 
gine with saw rig, 2V$ h. p. gas engine, pump jack, 
tank heater, sleigh, set of work harnesses, Model T 
motor, governor for car motor, white-washing spray 
pump, 75-ft. of 1/2 in. hose, cream separator nearly 
new, 20-ft. extension ladder. 10-ft. step-ladder, 2 cir- 
cular saws, 30-in. and 20-in., 
wheel-barrow, 
lawn- 


mower, big iron kettle, hoes, rake, forks, shovels, post 
maul, post-digger, axes, 12 gauge shotgun, some car- 
penter tools, 5 10-gal. milk cans, 4 whey cans, pails, 
log-chains, some bee supers, many other small articles. 
The machinery is in good running order, just recently 
overhauled. 


Hay 


35 tons of good tame hay, of excellent quality. 


Household Goods® 


Cook stove, heater, cupboards, bed-steads, springs, 
bookcase, dishes, kitchen utensils of all kinds, lard- 
press, rugs, tables, sewing machine, chairs, rockers and 
many other things. 


THIS IS A CLEAN SWEEP SALE! 
NOTHING 


RESERVEDI 


Lunch will be served by a Ladies' Aid. 


TERMS: Under $15 cash; over one-fourth 
down, balance 6 months time at 6 per cent 
interest, in monthly payments. 
J. F. RUSS, Owner 


Clerk, Peoples State Bank, Pittsville, Wis. 


J. V. Smith, Auctioneer 


Commercial 


Banking 


Business concerns, both large and small, 
find a well-established connection at the 
Wood County National Bank an invaluable 
aid. We are well equipped to serve them. 


We try to win depositors by building a rep- 
utation for courtesy, friendliness, and will- 
ing co-operation. We try to hold them by 
giving prompt, dependable service. Business 
executives are invited to discuss their bank- 
ing requirements with our officers. 


Wood Co. National Bank 


Wisconsin Rapids, Wis. 


MEMBER FEDERAL DEPOSIT INSURANCE 
CORPORATION 


Saturday, February 25, 193S» 
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Freid; 
Miss rreiaa 
Traxler Weds 
Mil wauke e an 


Miss Freida V. Traxler, daughter 


of Mrs. Anna Traxler of Adams, and 
Michael Zacharanka of Milwaukee 
were united in marriage Saturday 
morning, February IS, at 9 o'clock 
by the Rev. Alexander Zolotozsky in 
the Russian Orthodox church in Mil- 
waukee. After the ceremony a lunch- 
ean, was served at the Republican 
hotel, and the couple came to Adams 
on the "400" for the wedding dinner, 
which was served at the home of 
the bride's mother. 


The birde's queen Elizabeth gown 


of lace and chiffon 
was designed 


with a train. She wore a long veil 
and carried yellow roses and white 
carnations. Mr. and Mrs. Alexan- 
der Zacharanka, brother and sister- 
in-law of the groom, were the at- 
tendants. 
Mrs. Zacharanka 
was 


wearing a peach satin formal and 
carried cut flowers. 


Mrs. Zacharanka is a graduate of 


the Adams-Friendship 
high school 


and has been employed in Milwau- 
kee the past two years. Mr. Zach- 
aranka is an electrician and is em- 
ployed by the Jones Electrical Ap- 
pliance company of 
Milwaukee, 


where they will make their home af- 
ter a few days visit in Adams. 


Howe Mothers' Club— 


Fourth graders presented the pro- 


gram at the February meeting of 
the Howe Mothers' club held Thurs- 
day afternoon at the school. It in- 
cluded the following numbers: 


A dance by the class directed by 


Miss Helen 
Reiland; 
cello 
duet, 


Mary Henke and Marion Clapp ac- 
companied at the piano by Myrtle 
Timm; guitar solo, Joyce Plahmer; 
two songs, "Laughing Lisa" and 
"The Umbrella Man" by the class; 
a patriotic play, "February's Chil- 
dren" by the class, and a 
cornet 


duet by Donald Colby and Dorothy 
Gill accompanied at the piano by 
Gloria Bocaner, the three latter be- 
ing high school students. 


The speaker for 
the 
afternoon 


was Miss Mary Zapp, city 
school 


nurse, who in her talk offered sug- 
gestions to prevent the spread of in- 
fluenza and colds so prevelant now. 


Refreshments 
were served 
by 


Mrs. Ralph Cole and her commit- 
tee. 
* * * 


Women of the Moose— 


Following a discussion on ways 


and means of raising money, the 
Women of the Moose decided 
to 


adopt the "galloping tea" idea at 
an afternoon meeting on Thursday 
at the home of Mrs. William Liebe. 
Some time was spent sewing carpet 
rags, and later games were in play, 
Mrs. Frank Fox, Mrs. Mabel Dagen, 
Mrs. Helmer Peterson. Mrs. Earl 
Young and Mrs. Carl Peterson win- 
ning prizes. The hostess served a 
Washington dessert. 
* * # 


Birthday Gathering— 


A group of young people gather- 


ed at the home of Mrs. V. Larson 
on Sunday evening for a birthday 
party in honor of Mrs. Larson's sis- 
ter, Vera Newman of Biron. Games 
provided the pastime, prizes going 
to lone Clussman, Fayette Atwood. 
Vera Newman, Mary Ellen Weaver, 
Beverly Aughey and Marilyn Mar- 
vin. 
Late in the evening a lunch 


was served. Vera received many nice 
gifts. 
* * * 


Congregational Circles— 


Meetings of the three circles of 


the Congregational Woman's assoc- 
iation will be held Wednesday after- 
noon at 2 o'clock as follows: Ply- 
mouth Circle with Mrs. H. B. Rich- 
mond, 121 Fifth street south; Pil- 
grim Circle at the home of Mrs. W. 
F. Thiele, 950 First avenue south, 
and Priscilla Circle with Mrs. Ed- 
ward Bassett, 430 Lincoln street. 


•* 
* 
# 


Birthday Party— 


A number of little friends of Joan 


Edith Jero helped her celebrate her 
third birthday yesterday afternoon 
at the home of her parents, Mr. and 
Mrs. Leslie Jero. Each child receiv- 
ed a favor at the close of a contest. 
The lunch was served by Mrs. Jero 
at a table with a decorated birthday 
cake as the centerpiece. Joan re- 
ceived se\eral pretty gifts. 
* * "n 


Ona Nama Club— 


Tables \vere set up for the play- 


ing of Chinese checkers and schafs- 
kopf when the Ona Nama club met 
Thursday at the home of Sirs. Rein- 
hold Kroll, prizes at the respective 
games going to Mrs. George Smith 
and Mrs. George King. A late af- 
ternon lunch was served by the hos- 
tess. 


" 
* 
f 


H. H. Club— 


The II. H. club met for a game of 


schafskopf at the home of Mrs. Ern- 
est Miller yesterday afternoon, Mrs. 
Jesse Wagner, Mrs. Charles Panter 
and Mrs. 
Fred 
Kruger receiving 


prizes, the latter also xvinning the 
traveling award. At four-thirty the 
hostess served a lunch. 
* * * 


Five Hundred Club— 


Members of the 
Five Hundred 


Social Calendar 


• 
SUNDAY'S KVKXTS 


E. W. Club. .Mr. and Mr*. Unary 


S> p. in. 


'S i:VEN*XS . 


Circle Two. Itaptibt Aid, Mrs. F. P. 
Kulckcrlioc'kc'r, 7:.10 p. m. 


Historical uiicl JjiltTury Club, Mrs. 
Cell a lievc'i', 7::j(l i>. in. 


lii-niou Uirlils 
Club, Mrs. R. J. 


Chilli. "2:.".() p. m 


Siim-lM- Club, Mrs. Kogois Gnrilson, 


1:"0 p. in. 
A. !iud U. Club, Mrs. Oscar Oinliolt, 


7:HO p. m. 


Amitic Club, Mrs. AV. J. MIscoll, S 


p. in. 
V. V. W. 
Auxiliary. 
AVood County 


Itpallv hull, 7:.'50 p m. 


Kelickah J^oclsc, Odd liXjllows' hall, 
S p. in. 


Chapter No. SO R. A. M., Masonic 


Temple, (J:30 p. m. 


TUESDAY'S EVKXTS 


C. B. Club, Mrs. Calvin Clark, 7:30 
p. in. 


Travel ClabS, Mrs. Wlllinin Kcllogjr, 
1 p in. 


Adult Bible Class, Mrs,. Cecil Suiltli, 


2 p in. 


AV. K. Club, Mrs. Charles Ivarloska, 
7.;io p. m. 


Unelnyii Club, Miss Lillian Kroen- 
ins. S p. m. 


Mardi Club, Mrs. J. P. Akey, 7:30 


p. in 


Morry-Go-noiindcrs, Mrs. Wesley 


Snider. 7:30 p. 111. 


Ij. A. L. Club, Mrs. Lena Hochel- 


cau, 2 p. in. 


11. B. Club, Mrs. Gus, So-human. 2 
p. m. 


Kvenins 
BiidKO Club, Mrs. Itay 


Passineau, 7:.iO p. in. 


Dime a Tiinc I'lub, Miss Eva Han- 
neinan. b p. in. 


3) M. Club, Mrs. AValter Hemp, 2 
p. in. 


WEDNESDAY'S EVENTS 


ConsiOfcuttonal Circles: I'l.Mnonth, 
Mrs II. I! Itlclimond: I'llsrlm. Mr1-. 
AV. V. Thiele: 1'riscilla, Mrs. Edward 
Bassett, 2 p. m. 


Has Lead Role 
in Class Play 


Donald Hagen, above, son of Mr, 
and Mrs. J. G. Hagen, 731 Bakei 
street, will play the leading role in 
the Lincoln high school senior class 
play, "Going On Seventeen," to be 
presented at the field house next 
Monday 
and 
Tuesday 
evenings. 


With the exception of Hagen, dif- 
ferent casts will appear in the play 


each night. 


club enjoyed a game at the home of 


Mrs. Delton Groskopf on Thursday 
afternoon, Mrs. Georgp Peterson and 
Mrs. Marshall Fausch holding high 
scores. Mrs. Gerald Sweeney was 
a guest of the club. 


Busy Nine— 


It being the 
birthday 
of Mrs. 


Clarice Reynard, the Busy Nine club 
showered her with gifts when they 
met at the home of Mrs. -Warren 
Beadle sr. for a 1 o'clock luncheon 
on Friday. A decorated birthday 
cake served as the 
table 
center- 


piece. 


Adult Bible Class- 


Tuesday at 2 p. m. the Adult Bible 


Class of the Congregational church 
will hold its monthly business and 
social meeting at the home of Mrs. 
Cecil Smith, 231 Eighth 
avenue 


north, \\ith Mrs. J. H. Wagner as 
assisting hostess. 
* * * 


Amicus Semper—- 


Needlework was pastime for the 


members of the Amicus 
Semper 


club when they met Wednesday eve- 
ning at the home of Miss Betty Wit- 
tenberg. After the work was laid 
aside the hostess served a lunch. 


Seneca Social Club—- 


Meeting- at the home of Mrs. John 


Ostermeyer with a large attendance 
on Friday. Seneca Social club mem- 
bers spent the afternoon making 
two footstools. A four-thirty lunch 
was served by the hostess. 
* * * 


Chapter No. 89 R. A. M.— 


Wisconsin Rapids Chapter No. 89 


R. A. M. will entertain their ladies 
at a pot luck supper Monday even- 
ing at 6:30 o'clock at the Masonic 
Temple. Cards and games will fol- 
low. 
* * * 


Dinner Part}'— 


Members of the Chcre Amie club 


entertained their husbands at a din- 
ner party last evening at the home 
of Mr. and Mrs. Glen Pai-kin. The 
evening was spent socially. 
* * * 


Dunker Club— 


Mrs. J. R. Kahoun entertained the 


Dunker club at her home on Thurs- 
day, serving a nice lunch at the con- 
clusion of the afternoon 
spent 
at 


needlework. 
* * * 


C. D. A. Notice— 


^Catholic Daughters 
of America 


will meet for prayer for Mrs. W. A. 
Johnson at the 
residence at 340 


Jackson street on Sunday afternoon 
at 3 o'clock. 
* * * 


Unelaya Club— 


Unelaya club will be entertained 


at the home of Miss Lillian Kroen- 
ing on Tuesday evening at S o'clock. 


Mardi Club- 


Mrs. J. F. Akey will be hostess to 


Mardi club at a seven-thirty dessert 
on Tuesday. 
* * * 


Mcrry-Go-Rounders— 


Merry-Go-Rounders 
will 
meet 


with Mrs. Wesley Snider on Tuesday 
evening at, 7:30 o'clock. 
* * * 


L. A. L. Club- 


Members of the L. A. L. club will 


be entertained at the home of Mrs. 
Lena Rocheleau on Tuesday at 2 p. 
m. 
* * * 


H. B. Club— 


A meeting of the H. B. club will 


be held at 2 o'clock Tuesday after- 
noon at the home of Mrs. Gus Schu- 
man. 
* * * 


Evening Bridge Club— 


The Evening Bridge club will 


meet with Mrs. Ray Passineau for 
a seven-thirty dessert on Tuesday. 
* * * 


Dime a Time Club— 


Miss Eva Hanncman will 
enter- 


tain the Dime a Time club at her 


Pittsville Civic 
Club Observes Its 
First Anniversary 


Pittsville, Wis.—In observance of 


its first birthday the Civic club met 
for a 7 o'clock dinner in the Legion 
hall on Monday evening. 
Thirty- 


one were served. 


The past year has been a success- 


ful one for the club. A total of 
$993.15 Avas taken in and distributed 
during the past year, which was ex- 
pended on nine market days, held on 
the 
third 
Wednesday 
of 
every 


month, and on the Christmas enter- 
tainment. Election of officers will 
be held some time next week. Pres- 
ent officers are N. J. Semmelhack, 
president, and Rudolph Meyer, sec- 
retary. 


After the 
dinner 
and 
business 


meeting the following program was 
presented, John Pabst acting as 
master of ceremonies: Introduction 
of visitors; cornet trio, "Rubato 
Caprice/' Betty Salter, 
Loretta 


Heuer and Betty Pabst accompanied 
by Miss Dorothy 
Donahue; 
saxo- 


phone 
solo, 
"Danse 
Hongroise," 


Carol Duckey accompanied by Mrs. 
George Staff on; vocal trio, "Rose 
in the Bud," Alyce 
Leiser, 
Betty 


Pabst and Loretta Heuer accompan- 
ied by Betty 
Salter; piano solo, 


"Bells of Moscow," Miss Donahue; 
community singing accompanied by 
Betty Salter and led by N. J. Sem"- 
melhack; community talk, William 
Wilkins of the Pittsville Ceramic 
corporation; talk on "Conservation 
and Game Propagation," 
Wallace 


Grange of the Sandhill game farm. 


A true and false hour followed the 


program, prizes being received by 
Engwald Will and John Tomsyck. 
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Higjh. School 
News Items 


Of most importance at Lincoln 


high is the flu epidemic, which has 
even gone so far as to disrupt 
pome of the classes. 
With between 


150 and 200 gone for three days in 
a row, some of the classes looked 
rather slim. 
Also several of the 


teachers were 
absent, 
averaging 


between five and ten for 
these 


days. The enrollment is increasing 
now, and it appears that the worst 
is over. 
* * * 


Students enjoyed a debate, given 


by members of the debate teams 
of the Central Teachers college of 
Stevens Point, on Thursday. 
Be- 


fore the entire student body, the 
question debated was: "Resolved 
—that 
the 
government 
should 


abolish its present 
program 
of 


pump-priming." There was no de- 
cision given. * » * 


Upon questioning Jack Sweet, it 


is found that the field of candi- 
dates for the possibility of prom 
queen has been narrowed down to 
approximately ten. Jack, however, 
either does not know, or will not 
give up the information that is 
much awaited; that is, who the 
lucky one will be. 
* * * 


Of much discussion lately is the 


possibility of the formation of a 
stamp club, under the auspices of 
some one of the faculty members. 
It is doubtful that any such per- 
son could be found, but neverthe- 
ess there is a strong desire on the 
Dart of the "bug-bitten collectors" 
'or some effort to be made to form 
such a club. 
Anyone interested 


should get in touch with Charles 
Wright, Jerry Gottschalk or Fred 
3ossert. 
The 
only qualification 
' 
membership would be that the 


jerson is a 
"colored-paper 
hob- 


biest." 
* * * 


A regular meeting of the Thal- 


an Dramatic club was held Wed- 
lesday night in the speech room. 
Opened by President John Bodette, 


regular business meeting was 


leld. Plans for the club pin were 
liscussed, in addition to the club's 
annual paid performance plays. 
* 
* 
& 


Friday morning in the regular 


weekly assembly meeting, several 
;enior class play skits were pre- 
ented by both the Hollywood and 
he Broadway casts. 
Dress 
re- 


learsals for the play were held on 
Veclnesday and Thursday evenings 
f this week. The contest between 
he boys and the girls of the sen- 
or class in ticket selling is also 
n issue at present. 


Bette Davis and Spencer Tracy Get "Oscars" 
Rural Social 


Events 


At Friendship— 


Mrs. Mahlon 
Smith entertained 


the Current Events club at her home 
Tuesday afternoon. A nice lunch was 
served after the study hour. The 
next meeting will be held at the 
home of Mrs. G. F. Treadwell. 


Tuesday evening Miss Doris Mas- 


on entertained the members of her 
sewing club at her home. A dainty 
lunch was served at the close of the 
needle hour. 


Four new members, Mrs. Walter 


Lawrence, Mrs. Arthur Scott, Mrs. 
Harry Shapiro and Mrs. Vern Haney 
were initiated at the meeting of the 
Royal Neighbor Lodge on Thursday 
evening. After the business meeting 
the M. W. A. members were invited 
in for games of five hundred, pin- 
ochle and 
Chinese checkers. The 


committee, Mrs. Anton Prasil, Mrs. 
Leon McFarlin, Mrs. John Vodicka, 
Mrs. Ralph Klinefelter and Mrs. Ed 
Edwards served lunch.—g. 


Bette Davis (center) and Spencer Tracy (left) stood before assembled film personages in Los An- 
geles to receive awards of the Academy of Motion Picture Arts and Sciences for the best film act- 
ing during 1938. Sir Cedric Hardnicke (right), British actor, presented the coveted gold statuettes, 
nicknamed "oscars." Miss Davis won for her "Jezebel" performance and Tracy's winning role was 


in "Boy's Town." Both won "oscars" for the second time. 


Mrs. D. J. Jero Dies 


at Sturgis, Michigan 


Word has been received here of 


the death of Mrs. D. J. Jero, former- 
ly of this city, who passed away re- 
cently at Sturgis, Mich., as a result 
of complications following an acci- 
dent last summer in which she fell 
and broke her hip. 


Mr. and Mrs. Jero operated the 


Hotel Witter here from 1912 until 
1921, when they moved to Sturgis 
where they have since operated the 
Hotel Eliot. She is survived by her 
husband and one son, Thomas. 


Personals 


GARTERS FOR BOWED LEGS 
_ 


HELP HIM THROUGH SCHOOL 


Chicago—(JP)—Garters for bow- 


legged men 
are 
helping 
Harold 


Steffee of South Bend, Ind., pay his 
tutition at the 
University of Chi- 


cago. 


Steffee said his grandfather, John 


Koehne, 
invented the garters be- 


cause bowlegged men need "some- 
thing different." 
Steffee says the 


garter business nets him about $1,- 
000 a year. 


For information as to the origin 


nd 
membership qualification of 


he new G & G club the band 
members seem to be the most pro- 
Icient in explaining. 
The 
club, 


vhich was recently established, has 


its 
president 
Peter 


home on 
o'clock. 


Tuesday 
evening at 8 


D. M. Club- 


Tuesday afternoon at 
2 o'clock 


the D. M. club will meet 
at 
the 


home of Mrs. Walter Hemp. 


# 
* 
H- 


W. E. Club— 


The W. E. club will meet on Tues- 


day next week at 7:30 p. m. at the 
home of Mrs. Charles Karloska. 


lected 
as 


Schanock. 


The meeting of Gamma Sigma, 


which was to have been held last 
Tuesday \\as postponed because of 
the flu epidemic. The next meet- 
ing will be held on March 7, at the 
home of Miss Dorothy Henke, on 
Baker street. 


Mrs. Emma Gibson was called to 


LaCrosse last night by the sudden 
death yesterday of her father, Fred 
Hall, 81, who made his home there 
with another daughter. 


Mr. and Mrs. Harry Van Camp of 


Oshkosh are spending the week-end 
visiting with friends in the city. 


Mrs. E. A. Wescott of New Lis- 


bon spent yesterday and today in 
the city \isiting with friends 


Mr. and Mrs. Art Seibold and 


Miss Fran Hafensprager are spend- 
ing the week-end in Appleton. 


C. J. Randall and Qucsnal Gross 


were in St. Paul on business yester- 
day. 


Mr. and Mrs. Robert McBride of 


Milwaukee are here for a few days 
visit at the home of his brother and 
sister-in-law, Mr. and Mrs. Clifford 
McBride. 


written themes dealing with credit 
records. 
The contest 
began 


January 9 and all 
themes 


finished the first of this week. The 
title for this essay was "The Value 


on 


were 


of a Good Credit Record," and was 


-P 
, ,, 
... 
I to be between 150 and 300 words 
Because of the_ illness of cast in length. 


members, the radio play to have 
been given this morning over radio 
station WLBL was postponed. The 
play scheduled was an original play 
by Xona Germann, and 
will 
be 


given next Saturday. 
* * "* 


Sponsored by the Wisconsin Rap- 


ids 
Credit 
Bureau, 
all 
English 


classes of the high school have 


classes, senior, 
and 
freshmen, 


In each of the 


junior, sophomore 
____________ 


there will be three prizes for the 
best three themes. 
First prize is 


S15, second $7.50 and third §2.50. 
The best essay of the four classes 
will also 
receive 
an 
additional 


grand prize of 
were written as 
ment in the English classes. 


Friendship 


an 


$10. 
All essays 


a regular assign- 


SMITH DRUG 


ritt:>vllle. Vlls. 


ORDER FROM YOUR 


NEARBY LUICK DEALER 


P A L A C E 
Tonight 
lOc & 25c 


"FRANKENSTEIN" and "DRACULA" 


2 FEATURES — lOc and 25c 
SUNDAY 


-rf-BONITA GRANVIUE 


Jsta Lrtel • Jmts Statetson 


I 


DON'T TAKE ANY CHANCES 


£55? out" SSH^ waf}in* ^ndlinff sleamhl£ clothes ''" steamy rooms, and then 
going out into the cold air, is one way of catching cold. 


SEND IT TO THE LAUNDRY 


one 


WET WASH 10 IBs. 49c. All over 10 IBs. — 4c per Ib 
NORMINGTON'S 
LAUNDRY 
Phone 387 
DRY CLEANING 


AND WE DO MIGHTY FINE DRY CLEANING 


RAPIDS lOc & 25c 


Scrappy — Novelty 


Charlie Chase Comedy 


Tim Tyler's Luck 


SUNDAY-MONDAY: Mat. Sun. 2:30 — lOc and 25c 


THE WORLD CHEERS CHARLIE CHAN! 


Intrepid, lovable 
sleuth of sleuths 
returns in triumph 
to solve bizarre 
mystery in exotic 
Hawaii! 


20th 


Century Fox 


Picture 


News 
Popcyo 


Hcadlincr — RKO Comedy 


Tues., Wed., Thurs, 


News and 


Short Subjects 


FISHERHAHS 
WHARF 


IEO CA.RKltlO • HENHY ARMETTA-' 


Mr. and Mrs. Frank Fichter of 


Chicago visited from Friday until 
Sunday at the home of his father 
Charles Fichter. 


Miss Eileen Ward 
of Madison 


\ isited over the week-end with rel- 
atives and friends here. 
Robert 


Oilman took her to Wisconsin Dells 
on Sunday. 


Mr. and Mrs. John Sanderson 


were visitors in Portage, Saturday. 


Frank York and son Archie of 


Monroe Center visited his brother 
R. N. York at the Charles Gilman 
home on Tuesday. 


Mrs. C. B. Meteyard is quite ill 


at her home here. 


Gordon Pieice of Rich'land Cen- 


ter visited his father H. S. Pierce 
on Sunday. 


Mr. and Mrs. Delos Russell vis- 


ited relatives in Wisconsin Rapids, 
Wednesday. 


Charles 
Fichter 
attended 
a 


Gamble store managers' convention 
in Oshkosh on Monday and Tues- 
dav. 


Miss Lola Sorenson of Chicago 


visited several days with her fath- 
er Peter Sorenson in Preston and 


at the Charles Simons and William ! 
Anderson homes. 


Mrs. A. J. Soley and son John 


David visited several days at the 
Emil Emerson home in 
Strongs 


Prairie. 


Duncan McGregor visited over 


Blenker Aid— 


A large crowd attended the meet- 


ing of St. Elizabeth's Aid at Blen- 
ker on Thursday. At the afternoon's 
contests, prizes were awarded Wolf- 
gang Lobner, Joe Meier, Mrs. Mike 
Robak and Mrs. Charles Feit 
at 


schafskopf; 
Loretta Lobner 
and 


M 
Max 


prizes went to Adeline Lobner and 
Mrs. Joe Zellner. Mrs. Steve Sweta 
won the prize in a guessing contest^ 
Hostesses for the lunch were Mrs* 
Charles Linzmaier, Mrs. Louis Linz-i 
maier, Mrs. Joseph Lobner and Mrs* 
George Lobner. Out of town guests 


the week-end at the Wilbur 2eut- came from Junction City, Milladora 
ner home in White Creek. 
and Wisconsin Rapids. 


"Qoing on Seventeen" 


3-Act Comedy 


SENIOR CLASS PLAY 
Monday and Tuesday, Feb. 27 & 28 


Lincoln High School Stage 


Admission 25c and 35c 


8 O'Clock 


I, JESSE, YOU'RE A HERO! BUT THAT WONT LAST! 


ROBBING WILL BE YOUR APPETITEl.., UNflt 


I'RE LIKE A WOLF! YOU'VE GOT TO GIVE YOURSELF UR!"i 


Spectacu/ar'dramaTbCa; 


lawless era's most famous'out- 
lawl The picture_recognized 
as Da fry I F. Zanuck'jTgreatestl 


in TECHNICOLOR 


starring 
E POWER 


H E N R Y F O N D A 
N A N C Y K E L L Y 
RANDOLPH SCOTT 


and 


Henry Hull • Slim Summerville • J. Edward 
Bromberg • Brian Donlevy • John Carradine 
Donald Meek*John Russell-Jane Darwell 


Directed by Henry King 


Associate Producer and Original 
Screen Play by Normally Johnson 


A Twentieth Century-Fox Picture 


WISCONSIN 


TONIGHT FOR 5 DAYS — 40c 


Matinee Sunday 2:30 — 30c 


Fou? 
Wisconsin Rapids Daily TrfTninf 
Saturday, February 25, 1939. 


WISCONSIN RAPIDS TRIBUNE CO.. Publisher 
Entered as second class matter March 1, 1020 at tbe post 
office nt Wisconsin ISnpltls. Wisconsin, undgr tho act Of, 
M«rch 3rd. 1SU7. 


Published every afternoon except Sunday at the 


Tribune -building. 
Member of 


THE ASSOCIATE!) PRESS 
WISCONSIN DAILY NEWSPAPER LEAGUE 
NORTHWEST DAILY PRESS ASSOCIATION 
THE INLAND DAILY PKESS ASSOCIATION 
AMERICAN NEWSPAPER PUIJLIS1IKKS1 ASSOCIATION 


Tbe Assoclntcd Press Is exclusively entitled to tho use of 
publication of tbo news dispatches credited to It or not 
otherwise credited In this paper and ulso tlie local news 
published herein. 


Subscription rates:—By carrier on afternoon of publica- 
tion In Wisconsin R.ipids. Blron. Nekoosn. Port Edwards. 
Adumi and Friendship. 20c per week or S10 per year In 
advance. Bv mail delivered the rest dav in Wood county 
and adjacent counties, S4.00 per year. §2.2:5 for 6 months. 
$1.23 for 3 months in ndvuncc. Outnide of Wood county or 
ndjncent counties Ju zones one to si\-, ST 50 per year. Si.00 
for fl months and S2.23 for 3 months, in zones seven nnd 
elcht and Canada, $11.00 per year, in foreign countries. 
$20.00 per year. Above prices Etrlctly la advance. 
ATTENTION 
CARRIER 
SUBSCRIBERS 


If you do not receive your paper by 5:45 p. m. 


phone your carrier boy whose number will be found 
on your collection card or call No. 10 and a news- 
paper will be delivered to you immediately. 
Office 


closes each night at 6:00. 


One generation passeth away, and anoth- 


er generation cometh; but the earth abideth 
for ever.—Ecclesiastes 1:4. 


Death has nothing: terrible which life has 


not made so. A faithful Christian life in 
this world is the best preparation for the 
next.—Tyron Edwards. 


A SORRY SAFETY RECORD 


Wood county's 1938 record of traffic ac- 


cidents was nothing to be proud off, on the 
basis of statistics for the year just an- 
nounced by the state highway commission. 


With 11 fatalities on its highways during 


the 
twelve-month 
period, Wood county 


ranked forty-fifth in the state in number 
of deaths, compared to its position among 
the four safest counties in 1937 when only 
four fatal accidents occurred within its bor- 
ders. 


In number of traffic accidents on a popu- 


lation basis, Wood county made even a poor- 
er showing, the highway commission rec- 
ords reveal. It was apparently the unsafest 
county in Wisconsin last year, for it ranked 
seventy-first in the list. Every other county 
in the state had a better per capita accident 
record than we in 1938! 


The only conclusion which can be drawn 


from these startling figures is that Wood 
county motorists and transients passing 
through were much more careless last year 
than in 1937 when such a fine showing was 
made that the county received the state 
safety plaque. Perhaps residents of the 
county, flushed by the honor bestowed 
upon them the previous year, thought they 
could rest on their laurels in 1938 and pay 


, less heed to safety admonitions. 


If there is any consolation to be derived 


from the state highway commission's statis- 
tics, it is only this—the slaughter, the in- 
juries and the property damage might have 
been worse. But it could have been immeas- 
ureably better, too, if greater caution had 
been exercised by all concerned, both pedes- 
trians and the motoring public. 


The year 1939 has started well in Wood 


county so far as traffic mishaps are con- 
cerned. Fifty-six days have elapsed without 
a fatality, according to The Tribune's daily 
score card. But we still have more than 300 
days ahead of us in this year in which to 
preach and practice safety. How well we 
heed our individual responsibilities during 
the months ahead will determine whether or 
not we can make amends, in some measure, 
for our unhappy record of 1938. 


O 


GOOSE STEP PARADE 


Men in uniform. 
These are the men of tomorrow. This is 


the "modern spirit of the time." 


At least so says Hans Schwartz, who is 


head of the "Uniformed Group" of the Ger- 
man National Tailors' Guild as it met at 
Weimar. (By an odd coincidence, Weimar 
is the city in which the constitution of the 
German republic was framed. Yes, there 
was a German republic, once.) 


"Nearly a third of all German men now 


are in uniform," exulted Schwartz. "The 
German style has shaken off false concep- 
tions and incorporated the modern spirit of 
the time." 


If the triumphant Schwartz is correct, 


and for his part of the world he certainly 
is, then so much the worse for the time. 


Who can consider the wearing of uniform 


dress a matter of progress? It is a mere 
step backward toward ant-civilization, to- 
ward the robotization of human beings. 


The tyranny of uniformity of dress is too 


great as it is. Women, all rushing to get 
Princess Eugenie hats at the same time, 
men insisting on wearing hot coats in sum- 
mer because it is "the thing," these uni- 
formities are things we are gradually trying 
to fight clear of. 
The best that can be said for uniforms is 
that they are democratic. Eegardless of his 
circumstances, each man wears the same 
thing. (Yet even Dr. Goering has been 
known to vary the dead monotony of uni- 
forms with nifty little innovations of his 
own.) 
But isn't life, in Brummel's name, dull 


enough? Is there not enough routine, what 
with the daily job, the daily grind, the daily 
routine, that it must be still further dead- 
ened and leveled by always the same 
clothes? 


-In certain cases, like the military services, 


A seems necessary that uniforms be worn. 
But to place gradually, by creeping slow de- 
grees, a whole population in the straitjacket 
of uniform dress, is certainly to stretch a 
blanket over an existence that has little 
enough color and variety to start with. 


The annual Easter parade has always 


seemed a little frothy. But all of a sudden it 
becomes Important. Let's go right out and 
buy a yellow suit, green gloves, a purple tie, 
and a maroon hat with a peacock feather 
in itI 
, 
It'aiay look silly," but it's something, isn't 
it, to .be able still to wear what you darn 
please? 


THE AMATEUR 
PHILOSOPHER 


-By John Watson Wilder- 


WHAT IS MUSIC? 


This question came to me tonight as I listened ' 


to Frank Munn on his Sunday night program 
•which, in my estimation; is just about tops among 
programs of its sort. 
. Music? Well, it is only vibrations, just waves 
passing through the air. True from the standpoint 
of acoustical science. 


But that definition doesn't satisfy me. My pencil 


sends out vibrations, too. I can hear them now as 
it scratches over the pad of paper. They are not 
music. 


What is music, then? What is there about such a 


voice,as Frank Munn's which tugs at your heart 
strings and recalls old times and delights when he 
sings a sweet, simple song? 


The chorus joins him. Rich voices, all of them. 


You are Ifited up into still greater heights. What 
is there in these voices to stir you in this way? 


Behind them all, the orchestra. Why is there 


such a poignant strain in the reedy tones of the 
cellos, the pleading notes of violins, the quivering 
throbs of saxophones, and horns and other instru- 
ments ? 


I've always liked that line of Keat's (or was it 


Shelley?)—"music yearning like a god in pain." 
Yes—there is music like that, it may be great 
music by a great orchestra; it may be a simple 
song. But in the music or the voices or the or- 
chestra is some strang quality which affects us as 
only music can. Mere vibrations cannot explain 
the feeling which has just come over me as Frank 
Munn sang "One Song" from "Snow White." 


Another night, a program of Scotch songs. Per- 


haps I especially like them because I was "brought 
up" on them as a small lad—"Flow Gently, Sweet 
Afton," "Ye Banks and Braes of Bonnie Doon," 
"When Ye Gang Awa, Laddie," "Annie Laurie" 
and "My Highland Laddie." What is there so pecu- 
liarly appealing in them? 


What is the answer to beautiful music? Isn't it 


this—that God sent us music to help and console 
us, to lift us for a time out of the ruts of com- 
monplace drudgery, to add to the joy of living? 


(Copvrifilit, John Watson WllOcr) 
I 
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SELLING JOB 


B A R B S 


Germany, we hear, is proud of a new "battleship 


on wheels," displayed at an auto show. The nation 
has had one on legs for some time. 


¥ 
-f 
* 


Congress argues over a naval base on Wrangel 


island. An appropriately named site, anyhow. 
* * * 


The Cubs have the biggest holdout list in the 


National league. Maybe those fellows are scared 
they'll win the pennant again. 


V 
V 
V 


Poker has replaced auction bridge as the second 


most popular game with the fair sex. Queens wild. 
* * * 


Philadelphia music lovers want liquor with their 


opera. Enough of it brings the prima donna down 
to size. 


o 


SO THEY SAY! 


A school teacher must be dignified. She just can't 


go around winking at 
strange people.—Emily 


Mounsey, English teacher, just before being award- 
ed $7500 damages as a result of an accident which 
damaged her eye, causing the winks. 
* * * 


Let's make it clear that we mean hands off the 


Western Hemisphere by an open declaration of our 
policy that we will pick our own enemies.—Mayor 
LaGuardia, of New York, to the state American 
Legion convention. 
* * * 


Germany is the promised land if you want to 


work 12 hours a day for the equivalent of S8 a 
week.—Dr. Maria Halberstadt, former Hamburg 
teacher, to an educational group in Cleveland. 
* * * 


Youth has nothing to do with glntnor in Europe.' 


The more mature, the more knowing, then the more 
charm.—Mrs. John Davis Lodge, the former Fran- 
ccsca Bragiotti, returning from several years' resi- 
dence in Europe. 
* * » 


The devil, you sec, was the author of knowledge, 


and deserves recognition as such.—Lucius Fremont 
Bailiff, Indiana farmer, who is building a monu- 
ment to Satan. 


VIEWS OF PRESS 


Age Gauge 


A man isn't old so long as women he doesn't 


know perk up and show off when he's around.— 
Watertown Times. 


o 


WANTS A COLONEL 


If the Colonel's lady and Judy O'Grady are sis- 


ters under the skin, friend Judy has more sisters 
in Wisconsin than her combined total in India since 
the days of Kipling's youth. This business of colo- 
nels is growing 1'ather irksome, particularly from 
the standpoint of civic pride. Here we are in Maiii- 
towoc, a county of 58,000 people (ask the Chamber 
of Commerce), without a colonel to our name. It's 
an outrage, that's what it is. Forty-seven colonels 
have been crowned or dubbed or appointed—or 
whatever it is one does to people to make them 
colonels—and not one of them has his feet plant- 
ed in the good earth of Manitowoc county. Why all 
this discrimination, Governor Heil ? Aren't we 
among the blest?—Manitowoc Herald-Times. 


o 


WHEAT FIASCO 


In handling the agricultural situation in this 


country, New Deal technique seemed to have reach- 
ed an all-time low when it tried to foist on the 
farmers its plan to dictate their crops, their 
acreage and their markets. However, in the gov- 
ernment's disposition of the surplus wheat on hand 
as the result of loans granted against it, even the 
bungling of the past has been exceeded and there 
is no indication that the administration will change 
its policy. 


Recently the government shipped to England 


35,000,000 bushels of high quality wheat, the 
finest America can raise. This wheat represented 
grain against which the New Deal agricultural 
administrtaion had planted loans of 50 cents a 
bushel, or $17,500,000. But upon selling the cereal 
to England it charged that country only 25 cents 
a bushel, a clear loss of $8,750,000 to the taxpay- 
ers of this country and a gain of equal proportions 
to the taxpayers of Great Britain. Sales in other 
countries have resulted in other losses of tens of 
millions. 


There are in store in this country 286,000,000 


bushels of wheat still under seal because of simi- 
lar loans of varying amounts granted to farmers 
who raised it. Is this, too, to be sold abroad at the 
nominal cost of cereal fed to poultry?—Ohio State 
Journal. 


SERIAL STORY 
WOMEN WANT BEAUTY! 
BY LOUISE HOLMES 


COPYRIGHT. 1639. NEA SERVICE. INC- 


i 
Andrews Prepared to 
Use "Iron Fist" But 


Opposition Is Mild 


-BY BRUCE CATTON- 


WASHINGTON — Administrator 


Elmer F. Andrews is perfectly 


willing to get tough, if he has to, 
in order to enforce the wages and 
hours law. The first grand jury 
indictment 
against 
an 
offender, 


just returned at Boston, is a good 
indication of that. 


Nevertheless, the law thus far 


has met much less opposition than 
might have been expected. 
There 


has been nothing like the 
tidal 


wave of litigation that greeted the 
national labor relations act. No 
one has gone to court to challenge 
the law's constitutionality. 
Mr. 


Andrews has only gone to court 
six times to obtain compliance. 


Considering the fact 
that 
ap- 


proximately 11,000,000 workers are 


CAST OF CHARACTERS 


SUSIE LAMBERT — She served 


•waffles and dreamed of being beau- 
tiful. 


DICK TREMAINE — He liked 


Susie's waffles but he couldn't see 
Susie. 
JEFF BOWMAN—His chief con- 


cern was to make Susie as beauti- 
ful as she wanted to be. 


f 
* * 


Yesterday: The triumph is Susie's 


as she emerges a new girl—Su- 
zanne. She asks to see Mr. Harker 
alone and Kane is aghast. 


CHAPTER XIX 


John Harker looked up from pa- 


per on his desk. He looked up with 
interest, but not the slightest sign 
of recognition. He got to his feet. 


"How do you do,'' he said polite- 


ly.Susie inclined her head, enjoying 
the situation. It was drama and Su- 
sie had never experienced the heady 
sensation of holding the center of 
the stage. 


"How do you do, Mr. Harker," she 


said. 


He looked a bit confused. There 


was something familiar about her 
voice. 


"May I do something for you?" 


He wore the flattering expression of 
a man who looks once, then quickly 
again. 


"You have done 
something for 


me," Susie said softly, graciously. 
"So much that I can never thank 
you." 


"Oh," he was 
enlightened now. 


"You have been following our Su- 
sie rules for beauty. May I say that 
you have been vastly successful ?" 


Susie laughed. The little play had 


gone far enough. "Yes," she said, 
"I have been following 
the 
Susie 


rules and I'm glad you are satisfied 
because—well, you see—I'm Susie." 


There was an instant of stunned 


silence, then he shouted, "No," and 
again, "No." 


"Yes, yes," Susie laughed. It was 


the proudest moment of her life. 


Harker flung open the ofiice door. 


"Hear—hear—," he shouted. And 
added, in a stentorian voice, "Pre- 
senting Suzanne. Come in—all 
of 


you." 
* * * 


Susie held court until the 
store 


closed. Mr. Harker 
complimented 


each and every member, of his staff 
who had taken a part in the trans- 
formation. Susie thought he 
went 


out of his way to shake Jeff's hand, 
to congratulate him on the splendid 
publicity. 


She heard Jeff say, "How 
about 


having her on parade, sort of as 
hostess, in the different 
depart- 


ments? Wearing the famous Prin- 
cess makeup, Avalon shoes, knitted 
frocks by Anslow and so forth. Ad- 
vertising her appearance here and 
there through the store on different 
days. I think it would bring out a 
crowd." 


She saw Mr, Harker nod, heard 


him say, "Great idea, Jeff—swell." 


Jeff took Susie to dinner that 


night. From the menu she chose 
wisely and not too much. In fact she 
scarcely felt the need of food. She 
was wrapped in the glory of achiev- 
ement and success. Men at adjoin- 
ing tables paid her the tribute of 
second and third glances, women 
looked frowningly at her 
clothes, 


smoothing their own garments, tak- 
ing compacts from their purses to 
look into tiny mirrors with dissatis- 
faction. Quite humanly Susie revel- 
ed in the sensation she created. 


Over a dessert of .green gage ice 


without cake Jeff inquired, 
"Well, 


Susie, where do you go from here?" 


She looked up, faintly startled by 


the question. Not once had she look- 
ed beyond the day when she was to 
burst her cocoon. 
"I don't know," she faltered. "Mr, 


Harker wants me through the holi- 
days, Miss Jones, in the 
dresses, 


suggested that I'd make a good mod- 
el—" 


"Not thinking of leaving Chicago, 


are you?" Jeff asked. 
For some 


vague reason, unknown to himself, 
Jeff did not want Susie to leave the 
city. "I'd be lonely as the dickens 
if you went away." 


"Oh, I won't go away," she said 


quickly. The very thought of leav- 
ing Chicago made her feel lost, help- 
less. Could it be that Jeff lived in 
Chicago ? The thought did not occur 
to her. 


"You see I'm going to be a stray 


dog one of these days," he told her. 


"I don't understand, Jeff." 
"Edna is wearing 
an 
emerald, 


completely smothered in diamonds. 
The Chief gave it to her." There 
was a queer tightness about 
his 


mouth as he attempted to 
appear 


unconcerned. * * * 


"How wonderful," Susie breath- 


ed. 


"Yes—wonderful. I want Edna to 


be happy, cai'ed for, but 
I don't 


know how I'm going to get 
along 


without her." Jeff was trying to 
laugh. 


"I know, Jeff—that's bad," she 


went on sympathetically. Then she 
brightened. "But you'll have a home 
of your own one of these days—a 
wife and—" She stopped, not quite 
pleased with the thought. 


"Ha," Jeff snorted. "I'm not the 


marrying kind. Be scared to death 
of a wife." But after 
a moment, 


when she said nothing he continued, 
"Do you know something, 
Susie? 


I'm absolutely in the dark concern- 
ing this thing called love. 
There 


must be such a thing or the poets 
and scenario'writers wouldn't spend 
so much time building it up, but it 
leaves me cold." 


Susie still said nothing, raised and 


lowered her eyes so 
distractingly 


that Jeff lost the thread of conver- 
sation for a moment. 


Then Jeff resumed. "Edna's got it 


and I've noticed the signs. She gets 
all rosy when the Chief telephones, 
spends hours dressing up for him, 
moons over his flowers and gifts—I 
don't know what it's all about." 


Quite unexpectedly Susie remark- 


ed, "Love is a terrible thing, Jeff." 


"Then why does everyone do it?" 


"It's something you can't help." 
"Oh, 
rats— say—what 
do you 


know about "it?" 


"I know evei-ything about it." 
Jeff was plainly 
disturbed. 
He 


glanced about the thinning room, 
puzzled. "Where is he? Do I know 
him ? For gosh sakes, Susie, why 
didn't you ever tell me?" 


"I've never told anyone." 
Jeff's distress was more and more 


obvious. He looked positively mis- 
erable. 


"Does he love you?" 
"Not yet." Dreamy-eyed, 
she 


twisted the stem of her goblet. 


* 
* 
* 


"Look here," Jeff said irritably, 


"give me the low-down, will you ? 
I'm responsible for you. I can't have 
you running around loose like this." 


"What do you mean, loose like 


this?" 


"Well, loving some guy, thinking 


about him, getting all starry-eyed 
and silly." Jeff hadn't the remotest 
idea what ailed him. He was confus- 
ed, he was baffled. 


"There isn't much to tell," Susie 


began, the silly stars way back in 
her eyes. "Once upon a time I fell 
in love with a boy, he's a man now. 
Naturally he didn't know it. To him 
I was only the dumb-bell who passed 
out waffles over a counter. But he 
was nice to me, Jeff—so very nice." 
Her voice trailed away on a 
soft 


thrill. 


"And you still love him." Jeff 


seemed to be having difficulty cred- 
iting the news. 


"Oh, yes. It was because of him 


that I had to be beautiful, it was 
for him that I've starved and work- 
ed and struggled to this day. Do you 
think he'll like me, Jeff?" she added 
with sudden wistfulness. 


"When're you going to see him ?" 


Jeff said gruffly. 


"I don't know—but I'll see him— 


if I have to cross the continent to 
find him." She spread her hands in 
a pretty, expressive gesture. "That's 
what it's all been about, don't you 
see?" 


"Yeah—I see." Jeff was silent dur- 


ing the evening. A queer despond- 
ency held him speechless. In vain he 
endeavored to break through it, fin- 
ally deciding that he must be suffer- 
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HERE ARE THE 
SIX SUITS 
CO far, the wage and hour 
^ division has filed six in- 
junction suits. 
They include: 


SUIT to restrain the Har- 


wood 
Manufacturing Corp. 


or New York from paying 
less than 25 cents an hour to . 
its 400-odd workers in fac- 
tories at Marion and Chris- 
tianburg, Va. This firm is 
the biggest yet sued. 


SUIT against the Powers 


Manufacturing Co. of Water- 
loo, la., makers of athletic 
uniforms. 
This 
injunction 


was granted in 
a 
consent 


decree; 
the 
company also 


agreed to pay $2200 to em- 
ployes as difference between 
what they got and what they 
should have got since the 
law went into effect. 


SUIT 
against 
the 
True- 


worth 
Manufacturing Co., 


Inc., of New York, which 
employ around 100 people in 
a plant at Jessup, Ga., mak- 
ing shirts and pants. 


SUIT against four affili- 


ated laundry and dry clean- 
ing 
supply 
companies 
in 


Philadelphia — the Sterling 
Supply Corp., Carson Textile 
Co., Inc., Crescent Chemical 
Corp. and Beacon Chemical 
Corp—alleging 
violation 
of 


overtime provisions. 


SUIT 
to 
restrain 
Race 


Brothers. 
of 
Philadelphia, 


makers of paper boxes, from 
violating the wage and hour 
provisions. 


SUIT against the Central 


Weaving and Spinning Corp. 
of Fayetteville, N. C., a silk 
and rayon concern accused of 
paying some of its workers 
less than $10 a week. 


covered by the act, 
a trifle surprising. 


Not that all is 


an employer convicted can be a 
fine of $10,000—or, for a second 
offense, six months in jail. Or the 
division can get a federal court 
njunction restraining 
an 
offend- 


ng employer from breaking the 
provisions of the law. If he goes 
ahead and breaks them then he 
can be punished forthwith for con- 
,empt of court. 


Lastly, a worker 
can 
himself 


>ring suit to recover unpaid min- 
mum wages or unpaid overtime ' 
compensation. He can collect twice 
;he sum that is owed him; in ad- 
dition, the employer can be as- 
sessed for the court costs and for 
'reasonable attorneys' fees." 


The law went into effect last 


Oct. 24. It took time to organize 
the staff, and the work was new 
to most of the officers; if it hadn't 
been for <that, the whole job prob- 
ably would have been dramatized. 


Scheme was to make the first 


court case a heart-wringer; to pick 
out the worst case on the books— 
preferably one in which poor-but- 
honest working girls were being 
exploited within an inch of their 
lives—and make the welkin ring 
with it. 
The second case, then, 


would be hand-picked with equal 
care but would be less 
in 
the 


Nellie-the-poor-sewing-girl 
tradi- 


tion; it would involve the biggest 
and most famous company that 
could be found. 


But if the top authorities ever 


seriously considered this strategy 
they had to drop it. 
The job was 


too big and things moved too fast. 
The cases on which court action 
was 
sought 
couldn't 
be 
hand- 


picked; they had to take 'em as 
they came. 


A few odd cases have cropped 


out. 
One employer 
wanted 
his 


workers 
exempted 
because 
they 


were handicapped. When he was 
questioned, it turned out that the 
only handicap he could accuse them 
of was the fact that they were 40- 
year-olds. 
(P. S.: he didn't make 


it.) 


Ten or a dozen civil suits have 


been filed directly by employes. 
The 
wage-hour 
division 
doesn't 


draw cards in those suits; it says 
that as far as it knows, all of 
those cases so far have been set- 
tled by payment in full. 


Dormanville 


"Let's sit this one out- I've already ordered an' the ham- 


jburgerjiyon't be fit to eat after we dance.'.' 


that record is 


sweetness and 


light. 
Some 8000 complaints have 


been filed by workers. 
The wage 


and hour division recently added 
two dozen field inspectors to its 
force, giving it a staff of 128 men 
who spend all their time checking 
complaints. 
GOVERNMENT 
HOLDS HIGH CARDS 
M 


AYBE one reason the record 
to date is rather mild is that 


in any scrap the wage and hour 
division holds all the aces. It can 
proceed against an employer in 
criminal court, and the penalty for 


ing a letdown after the feverish ad- 
vertising campaign. 


His abstraction troubled Susie not 


at all. Jeff must feel terribly about 
his mother. She was sweet and un- 
derstanding and friendly. Each time 
she caught a glimpse of herself in 
a mirror or plate glass window she 
completely forgot Jeff's difficulties. 
Intoxicated with her own surprising 
charms, she went to bed with a feel- 
ing of absolute contentment. From 
the unhappy past she carried only 
one memory. Dick Tremaine, the 
beautiful 
white knight 
of 
her 


dreams. 


(To Be Continued) 


Anton Palik was a buiness caller 


in Stevens Point, Thursday and Fri- 
day. 


Mr. and Mrs. Lloyd Conover and 


sons were Sunday guests of Mr. and 
Mrs. Williams. 
Robert and Billy 


wore overnight guests Saturday of 
their grand parents. 


Pupils of the Quentin school en- 


joyed a valentine party on Tuesday 
afternoon arranged by their teach- 
er, Miss Vivian Cornwell. Parents 
of the pupils were guests. A lunch 
was served. 


Mr. and Mrs. George Hilgendorf 


of Almond were Sunday guests of 
her parents Mr. and Mrs. E. Gach- 
owski. 


Darrell DeWitt of Wisconsin Rap- 


ids accompanied by his father were 
callers in Adams on Wednesday af- 
ternoon. 


Mr. and Mrs. Lyle Reid and Joan 


and Juanita of New 
Rome 
were 


Sunday callers at the home of Mr. 
and Mrs. John Kraemer. 


Dan Meddaugh of New Rome was 


a caller at the home of Mr. and Mrs. 
Arthur DeWitt. 


Floyd DeWitt is ill at his home 


here. 


Mr. and Mrs. John Wanechek jr. 


were called to the home of Mr. and 
Mrs. Frank Pionke near Plainfield 
on Sunday due to the death of baby 
Pionke. 


Mr. and Mrs. Alfred Rozell were 


callers at the home of Mr. and Mrs. 
Levi Meddaugh at Bancroft on Wed- 
nesday. 
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Merrill 27-19 Victim of Rapids; Antigo Beats Nekoosa 


LOCALS' TALENT 
ON FREE THROWS 


IS VICTORY 


It was the Red Raiders' last 


stand in Lincoln field house 
last night and they made it 
from the free throw line in a 
battle that gave them their 
fourth Wisconsin Valley con- 
ference victory at the expense 
of the lowly Merrill quintet. 
The final score was 27 to 19. 


The Lincolnites .just could- 


n't find the bucket and as a 
result the Bluejays plopped in as 
many field goals as their oppo- 
nents. Each team was credited with 
eight. But the visitors committed 
15 personal fouls which contributed 
substantially to the final score, for 
the Lincoln high cagers were shoot- 
in' 'em from the free throw line, 
counting on 11 out of 15 attempts. 


Season Ends Next Week 


The 11 free throws provided the 


margin of victory and gave Merrill 
its ninth setback of the 
current 


campaign which winds up in a com- 
plete round of games in the valley 
next week-end. The Bluejays, now in 
the cellar, have only one conference 
win to their credit. 


Virgil Jacoby's 
sharp-shooting 


performance was again the bright 
spot in the Raiders' exhibition. The 
cagy guard, who failed 
to 
count 


once from the field during the first 
half, captured 
individual 
scoring 


honors with nine points on three 
and three. Fries, forward, and Siev- 
ers, center, were the main cogs in 
the Merrill offensive machine, each 
dumping in three buckets and an ex- 
tra point. 


Locals Have "Off" Night 


It was a rough battle, for the 


most part, as evidenced by the large 
number of personal fouls committed 
by the visitors. But it was also an 
"off" 
night for Coach Carl 
Klan- 


drud's boys as far as basket-shoot- 
ing was concerned. They missed an 
approximately SO per cent of 
the 


shots from out on the court. 


Not until Jacoby started hitting 


the Jhoop did the Rapids basketeers 
begin to square off with their op- 
ponents in the field goal 
column. 


They were outscored 5 to 3 from out 
on the court during the first half. As 
a result, the Raiders led by only a 
narrow margin of two points at half 
time, but from then until the final 
horn the local boys kept well out in 
front. 


Frederickson opened with two free 


throws and Ludwig gave the Rapids 
a 3-0 advantage. 
The scoring see- 


sawed through the remainder of the 
initial period, Sievers first scoring 
for Merrill on a sharp angle shot. 
The rangy Merrill center tossed an- 
other through the hoop and Matth- 
ies gave Merrill another goal before 
the first eight minutes had passed. 
Weinbauer's short heavy was the 
only bucket for the Rapids. 


Merrill Holds Brief Lead 


With an 8 to 7 advantage at the 


start of the second frame, the Rap- 
ids boys were forced to relinquish 
their lead. Fries pushed in a re- 
bound and scored again from close 
range to put the visitors out in front 
by a 11 to S count. Frederickson's 
push shot knotted tip the score af- 
ter Jacoby has sunk a charity shot. 


The Raiders refused to remain on 


even terms with their opponents for 
any length of time, Ludwig rimming 
the hoop from close range just be- 
fore the half ended to give the Rap- 
ids a 13 to 11 advantage. 


Play speeded up in the 
second 


half as fouling was less 
frequent 


Jacoby gave the Rapids a. three- 
point advantage, but Sievers swish- 
ed the net with a side heave to put 
a score of 14-13 on the board. From 
this point the Lincolnites pulled out 
farther ahead, Ludwig counting on 
a free toss and Jacoby tossing the 
ball through the hoop twice from 
long range. The third period closed 
with Fries' close toss, setting 
the 


count at 19 to 16. 


Spurt in Last Quarter 


Klandrud's boys stepped out with 


a little better brand of ball in the 
fourth quarter and dropped in three 
field goals. Jacoby scored the first 
on a long angle toss and Frederick- 
son followed with another from far 
out on the court. Wood connected 
for the third by tapping in a re- 
bound. Sievers fouled Weinbauer in 
the closing minutes for his fourth 
personal of the evening. 
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LASH TO GET TROPHY 


New York, Feb. 25—(^P)— Don 


Lash, the Indiana state policeman 
who won the James E. Sullivan tro- 
phy as the outstanding amateur ath- 
lete and sportsman of 3938, will be 
presented the trophy at a luncheon 
at the New York Athletic club to- 
morrow. 


"Two Ton" Tony Wins Again 


r 


"Two Ton" Tony Galento (right), hard-hitting heavyweight, here pounds Abe Feldman to win in a 
third round technical kngckout in a bout in Miami, Fla. Galento weighed in at 233 pounds; Feldman, 


at 186. 


Rapids Boxers Leave for Chicago 


Sunday; Thibert Out With Injury 


SELECT GHA 


ATEAUCLA 


Eau Claire, Wis., Feb. 25— (IP)— 


Champions were crowned in the 
open and novice divisions of the Gol- 
den Gloves boxing tournament here 
last night. 


Sixteen Title Winners 


Winners were as follows: 
112 pounds—Open division, Steve 


Parks, Cameron: novice division, 
Frank LaChappelle, LaCrosse. 


118 pounds—Open, Babe Parks, 


Cameron; novice, Ernie Cherrier, 
Chippewa Falls. 


120 pounds—Open. David Closs, 


Ladysmith; novice, Francis Perro, 
Odanah. 


135 pounds—Open, Jimmy Parks, 


Cameron; novice, Levi Alman, Col- 
fax. 


147 pounds—Open, Frank Guenth- 


er, LaCrosse; novice, Orville Peter- 
son, River Falls. 


160 pounds—Open, Richard Retz- 


laff, Catawba; novice, George Cloud, 
Odanah. 


175 pounds—Max Guenther, Chip- 


pewa Falls; novice, Rupert Isaacson, 
River Falls. 


Heavyweight—Open, Roy Spaf- 


ord, 1S1, Webster; novice, Archie 
Bukosky, 182, Cornell. 


Championship Results 


Championship results. 
Francis 


Perro, 124, Odanah, outpointed Bill 
Farrell, 128, LaCrosse. Babe Parks. 
110, Cameron, scored 
third round 


technical knockout over E. Helscher, 
117, Chippewa Falls. George Cloud, 
160, Odanah, knocked out Leroy 
Jackman, 159, River Falls, in sec- 
ond. 
Frank Guenther, 146, La- 


Crosse, scored technical knockout 
over Harold Lockman, 143, St. Croix 
Falls, in the third. 


Orville Peterson, 143, River Falls, 


outpointed Harry Crandall, 147, 
Lewis. Levi Alman, 131, Cnlfax, 
outpointed Leo Goldapske, 135, St. 
Croix Falls. 
Roy Spaford, 181, 


Webster, knocked out 
Raymond 


Peterson, 181, Curtis, in first round. 


Marshfield in 
Win Against 
Hatchet City 


Tomahawk, 
Wis. — Marshfield 


moved up into a tie with Nekoosa 
for fifth place in the Wisconsin Val- 
ley conference last night by handing 
Tomahawk a 32 to 17 whipping on 
the small court here. 


Carnahan's three goals and a pair 


of free throws was the best for the 
Marshfield 
quintet, while Nelson, 


high-scoring forward, came through 
with 13 points for the losers. Coach 
Jack Murphy's boys led all the way. 


The box score: 
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Fights Last Night 


(By The Associated Press) 


• New York—Lou Ambers, 135%, 
Herkimer, N. Y., former 
world's 


lightweight champion, stopped Baby 
Arizmendi, 136, Mexico, (Hi- 


Chicago—Willie Joyce, 128, Gary, 


Ind.( outpointed Lew Jenkins, 130, 
Dallas, (8). 


Boston—Henry Chmielewski,' 162, 


Poland, knocked out Johnny Rossi, 
162%, Worcester, Mass., (3). 


Hollywood, Calif.—Tony Chavez, 


135%, Los 
Angeles, 
outpointed 


Georgie Hansford, 133, Los Angeles, 
(10). 


NEPCO LEAGUE 


W L 
Pet, 


Nekoosa Bonds 
47 22 .681 


Nekoos-o-Pakes 
45 24 .652 


Ardor Bonds 
41 28 .594 


Mimeos 
37 32 .536 


J. E. Bonds 
21 48 .304 


Ledgers 
16 32 .333 


The Nekoos-o-Pakes crawled up 


to within two games of the Nekoosa 
Bonds in the Nepco bowling league 
last night, by administering a 2 to 
1 defeat to the league leaders. 


In the other matches of the ses- 


sion, the Mimeos took the measure 
of the J. B. Bonds in two games and 
the 
Ardor 
Bonds threatened 
to 


tighten the race by sweeping a ser- 
ies from the Ledgers. 


Scores were only mediocre with 


the exception of a 641 rolled by H. 
Billrneyer, who rolled as an alter- 
nate on the J. E. Bonds team. 
Among the regular league keglers, 
Akey of the Mimeos took high in- 
dividual series honors with a 542. 


The scores: 
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Champions of central and northern Wisconsin Golden Gloves 


will step aboard the Hiawatha flyer at the Milwaukee road 
station here at 2:35 p. m. tomorrow, bound for the country's greatest 
show for amateur boxeis, the Chicago Tournament of Champions. 


They will be accompanied by tournament officials, William F. Huffman 
and George T. Frechette of the 
Tribune 
and 
the 
team 
trainer, 


Lieut. Harry D. Simmons of CCC 
Camp Petenweil. Headquarters will 
be at the Alexandria hotel at Ohio 
and Rush streets on the north side 
of the "Loop" in the Windy City. 


Kurz to Replace Thibert 


Louis "Wimpy" Thibert, light- 


weight champion, will be unable to 
join the Eapids contingent on their 
trip to the Chicago tournament. Thi- 
bert's doctor announced Friday that 
the shoulder injury which prevent- 
ed him from competing in the Ken- 
osha inter-city show had not improv- 
ed sufficiently to allow him to see 
any action in the ring at the pres- 
ent time. Bob Kurz, runnerup in the 
recent local tourney, will represent 
the local team in the lightweight di- 
vision at the tournament. 


Members of the team now in the 


city wTho will leave from here to- 
morrow aftei-noon are Dick Sicchio, 
heavyweight and 
team captain; 


Light Heavyweight 
Art 
Wilson, 


Featherweight Alois K a i n r a t h, 
Lightweight Bob Kurz, and Fly- 
weight Ralph Cooper. Gus Rosicky, 
welterweight, will board the train at 
Junction City. Other team members 
will join them in Chicago. 


Hold Final Workout 


Under direction of 
Lieutenant 


Simmons, the Wisconsin Rapids bat- 
tlers went through their final work- 
out in preparation for the Chicago 
classic in the Elks club gymnasium 
last night. All of the boys were re- 
ported in good condition. 


The train carrying the Wisconsin 


Rapids team will pull into Union j 
station in Chicago about 7:30 p. m. | 
tomorrow and team members will be i 
entertained at a theatre party on j 
the same evening, after having din- I 
ner en route. 


The four scrappers in the lighter 


weights will make their bids for 
honors in one of the three rings in 
the Chicago stadium Monday night, 
starting at 6 p. m. Fighters in the I 
four heavier 
weights 
will make | 


their first appearance in the Chi- 
cago pageant on Tuesday night. 
Winners on the first two nights of | 
the tournament 
will 
be pitted 


against each other in the quarter- 
finals Wednesday night. 


Weigh In Monday Noon 


Boxers will 
weigh in at noon 


Monday and pairings will be made 
by tournament officials at 4 p. m., j 
two hours before the first scrappers t 
answer to the gong. 


The Tribune will receive results of 


local team bouts direct from the 
ringside by telegraph and fans are 
invited to call No. 10 for informa- 
tion. The time of the bouts cannot 
be determined in advance, but calls 
will be received from 7 p. m. until 
all returns are in each evening. 


52 Teams Participate 


Participating in the Tournament 


of Champions 
will be 52 teams, 


composed of finalists in tourna- 
ments conducted by newspapers in 
conjunction with the Chicago Trib- 
une in all parts of the country. Five 
teams will represent Wisconsin and 
will come from Kenosha, Ka.u Claire, 
Green Bay, Milwaukee, and Wiscon- 
sin Rapids. 
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Appling Only White 


Sox Player Unsigned 


Chicago, Feb. 25—-(/P)— The Chi- 


cago White Sox we.ro cnroute today 
to California 
for spring training 


with 
only one player—Shortstop 


Luke Appling—on the unsigned list. 


President J. Louis Comiskey, hew- 


ever, isn't worrying about the stub- 
bornness of Appling. 


"Luke is almost always the last 


to sign up," he explained. "Only 
once has he been in the fold early." 


UNBLEMISHED RECORD 


Montfort, Wis., Feb. 23—(/T) — 


Montfort high school defeated Lin- 
den last night, 45 to 10, fo conclude 
its regular basketball schedule with 
16 victories and no defeats. 


Georgia Open Draws 


Touring Pro Golfers 


Thomasville, Ga., Feb. 25—(.P) — 


A youngster and a veteran sounded 
a warning to the touring profes- 
sional golfers today as they resumed 
their campaign for cash in the open- 
ing round of the $3,000 Thomasville 
open. 


Y o u n g 
Clayton 
Heafner 
of 


Greensboro, N. C., a leading new- 
comer to pro ranks, and the veteran 
Ky Laffoon of Chicago shared some 
of the spotlight as the opening 18- 
hole round got underway by virtue 
of 
pre-lournament 
performances 


that shattered par by three strokes. 


They had 
the best 
individual 


scores, C9's, in yesterday's pro-ama- 
teur preliminary. 


The tourney will close tomorrow 


with a 5-1-hole round. 


BEARS SEEK BERWANGER 
Chicago—George Halas, president 


of the Chicago Rears, is trying to in- 
duce Jay Bcrwanger, former Uni- 
versity 
of 
Chicago 
All-America 


back, to play one season of profes- 
sional football. 


STREAKY ATHLETE 


Philadelphia— H o w a r d 
Black, 


Temple forward who scored in Cl 
straight games, also hit safHy in 34 
consecutive 
contests as the Owls' 


4 second baseman. 


MINGSTMEN DROP 
35-25 DECISION 
IN ROUGH GAME 


Antigo's high school basket- 


ball team remained in the race 
for second place honors in the 
Wisconsin Valley 
conference 


last night as the Nekoosa prep 
cagers tasted defeat for the 
seventh time this season, 35 
to 25, in a rough-and-tumble 
ball game on the Antigo court. 


It took a fourth quarter ral- 


ly to overcome the stubborn 
opposition offered by the Paper- 
makers from Wood county. They 
took a 12 to 6 lead at the close of 
the initial period and continued to 
set the pace until shortly after the 
start of the final frame. From then 
until the final horn, figuratively 
and literally, the Antigo cagers 
walked all over their opponents. 
The results were disastrous to Ne- 
koosa's hopes of pulling up into a 
.500 
per cent rating. 


Szyka Sparks Nekoosa 


Coach Charlie Mingst's 
cagers, 


led by George Szyka, shifty for- 
ward, stepped out in front in the 
early minutes and at one time held 
a 14 to G advantage over the Ants. 
Szyka's 11 points on five buckets 
and a free throw contributed great- 
ly to the cause of the Purple and 
White aggregation. 
Voss, 
Antigo 


center, was high scorer of the ses- 
sion, however, counting on five goals 
and three charity shots. 


Lcn Gaber, -Nekoosa center, was 


pulled out of the lineup when 
he 


credited himself with three person- 
al foals in the first few minutes of 
the game. Francis Martin filled the 
pivot spot for the remainder of the 
next two periods. Ivan Jackson, Ne- 
koosa ball hawk, left the game on 
personals in the early part of the 
fourth period and from then until 
the end the Ants swarmed all over 
their adversaries. Their last period 
rally netted 17 points. 


Ants Profit by Free Throws 


Antigo's average was better from 


the free throw line. Coach George 
Svendsen's boys hit the mark 
on 


seven out of 16. Nekoosa connected 
for the same number 
on 18 
at- 


tempts. 


Antigo was held to only three field 


goals in the first half, the third rol- 
ling through the hoop just before 
the horn sounded the end of the sec- 
ond period. 
But their free throws 


kept them in the ball game. 


The host club lost two boys on 


personal fouls. Simons, forward, and 
Diercks, guard, going out 
of 
the 


game in the last few minutes. 
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Lutheran Cagers 
Tie for Lead 
Qrade School Loop 


n 


The East Side Lutheran graded 


school cagers. defending champions 
in the current race, moved up into 
a tie for first place in the 
local 


grade school league last night by 
handing the Lowell's youthful bas- 
keteers their first defeat of the spa- 
son, 
14 to S, in one of two prelimin- 


ary games at Lincoln field house 
last night. 


In the other contest, the Lincoln 


cagers suffered a setback at 
the 


hands of the SS. Peter 
and Paul 


team, 11 to 7. 


High scorer for 
the 
Lutherans 


last night was Schmidt, who con- 
nected for three field goals. Bath- 
ke's two baskets was the best piece 
of scoring for the Lowells. In the 
second game, Barton was the best 
point-maker, 
connecting for 
two 


buckets. The result of the Lincoln- 
SS. Peter and Paul contest moved 
the latter club up into a tie with the 
former for third place. 


Stevens Point Peds 


Defeat Platteville 


Plnttevillo, Wis.. Feb. 25— (.T^ — 


Central Slate Toachcrs of Stevens 
Point overcame an early lead 
by 


Platteville State Teachers and won. 
20 to 24, in a basketball game last 
night. The Pointers held a 
If!-14 


half time lead. Kyle Goff of Plntte- 
villo, was high 
scorer 
with 
nine 


points. 
Hank Warner made eight 


for Central. 


ADD EIGHT EVENTS TO 
OLYMPIC PROGRAM 


Helsingfors—Although five events 


have been dropped from the Olympic 
Games, the organizing committee 
has added eight new ones. Two in 
gliding, two new shooting compet- 
itions in the free rifle and small 
rifle classes, and four new track 
and field events will make their bow. 
The latter are the 10,000-meter walk 
and the women's shot-put, broad 
jump, and 200-meter dash. Events 
omitted are hockey, handball, bas- 
ketball, polo, and women's gymnas- 
tics. 


Nekoosa Comets Meet 
Princeton in Finals 
of Wautoma Tourney 


Wautoma, Wis.—It will be the Nekoosa Comets vs. the 


Princeton city team in the championship finals of the Wau- 
toma gold medal tournament here tonight, starting at 9 o'clock, the two 
aggregations scoring impi'essive victories in the semi-finals of the meet 
here last night. 
Both clubs were favorites to meet in the championship tussle and 


both have come through unscarred. I 
The Comets completely outclassed 
the Coloma city cagers last night 
to mark up a 32 to 15 triumph and 
the Princeton club, representing the 
Recreation association in that com- 
munity, 
defeated 
the 
Wautoma 


cagers, 32 to 28. 


Throe Games Tonight 


In the first game tonight, Nesh- 


koro and Montello will clash in the 
consolation finals and the Wautoma 
and Coloma quintets will face each 
other in the third place battle. The 
first game will start at 1 
o'clock 


and the second is scheduled to start 
an hour later. 


In the other games last 
night, 


Neshkoro took the measure of West- 
field, 22 to 18, and Montello came 
through with a 27 to 21 win over 
Red Granite. 


Following tonight's finals, a total 


of 63 individual awards and three 
team trophies will 
be 
presented. 


First, second, and third place win- 
ners will each receive a large trophy 
and individual awards will be made 
to the players and team scoring the 
largest number of points 
in 
the 


tournament. 


Bowes High Scorer 


Important factors in 
Nekoosa's 


win last night were the scoring of 
Bowes, center, and 
Engwall, for- 


ward. The former connected for 10 
points, the latter hitting the mark 
for eight. Coloma was 
limited 
to 


four field goals while their oppon- 
ents were scoring 13. 


Princeton was harder pressed to 


win, 
but 
an 
attack 
sparked 
by 


Zuehls, forward, functioned smooth- 
ly enough to enable the Green Lake 
county club to overcome the host op- 
position. Zuehls accounted for 13 of 
Princeton's total points. 


Other high scorers last night were 


Rugotska 
of 
Wautoma with 13 


points, Ritchie of Montello with 10, 
Holmes of Red Granite with 10, and 
Chnstenson of Westfield 
with 
an 


equal number. 
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Pick National A. A. U. 
Track Champs Tonight 


New York. Feb. 
25—(.T)—Not- 


withstanding the durability of Glenn 
Cunningham, Don Lash and Joe Mc- 
Cluskey, track and field do<\«s pro- 
duce new contenders. Best proof is 
the fact only four of the 10 individ- 
ual contending champions in tho na- 
tional A. A. U. championships to- 
night at Madison Square 
Garden 


can be rated favorites to repeat. 


Two of them, of course, are Cun- 


ningham, out for his fourth 1,500- 
meter title, and Lash, seeking his 
second 5,000-meter crown. The oth- 
ers- are Frank Ryan of 
Columbia 


and Irving Folwartehny of the New 
York A. C., tho country's most con- 
sistent shot putter and 
35-pound 


weight thrower, respectively. 


Nekoosa Ski 
Club to Hold 
Meet Sunday 


BADGERS OUTBOX 
WEST VIRGINIA; 
SWANCUTT WINS 


FOOTBALL TIE-UP 


South 
Bend—Earl Brown, Notre 


Dame end and basketball captain, 
announces his engagement to Dor- 
othy Roman), sistor of Chuck Ber- 
nard, Michigan AH America of 1032, 


SUPERIOR CAGERS WIN 


LaCrosse, Wis., Feb. 25—(/T) — 


Superior defeated LaCrosse, 37 to 
32, in a State Teachers oollnge con- 
ference basketball game last night. 


The annual tournament of the Ne- 


koosa Ski club will be held Sunday 
afternoon, starting at 2 o'clock, at 
th*; club's slide located directly 
across the 
river 
from 
Nekoosa. 


Jumps of SO to 00 feet are possible 
on this slide under favorable condi- 
tions. 


About 60 skiers will be entered in 


the 
competition, including 
riders 


from Scandinavia, Rosholt, Wiscon- 
sin Rapids, Nekoosa, Port Edwards, 
Arpin and possibly Wausau. 


Competition will be held in three 


junior classes, A, B and C, and in 
the senior class. Several exhibition 
jumps, including U\in jumps, will be 
given by Wisconsin Rapids and Ne- 
koosa riders. 


Prizes for winners in 
all 
four 


classes of competition have been do- 
nated by Nekoosa merchants. 


SPORT 
SHORTS 


BY EDDIE BRIETZ 


New York, Feb. 25—(^P)—The 


new Brooklyn roster shows the club 
has no president but four vice-presi- 
dents; no general manager, but two 
assistants to the general manager. 
Quick, Watson, a shot, and make it 
a stiff one . . . Did Temple drop 16 
scholarship football 
players when 


Pop Warner quit there some weeks 
back? 


Beantown was cheered when Joe 


Cronin wrote Lefty Grove's arm is 
much improved . . . Note to Gale 
Talbot, Miami: That little lady ar- 
rived yesterday and you'd better 
rush up some safety pins, Pop . . . 


Barney Ross broadcasting: Davey 


Day will lick Henry Armstrong for 
the welterweight title . . . Tennessee, 
which humiliated Oklahoma in the 
Orange Bowl, 17-0, was guaranteed 
15 grand to try and repeat at Nor- 
man next Dec. 2, but 
Major Bob 


Neyland said nope . . . Three mem- 
bers of baseball's hall of fame—Ed- 
die Collins, Walter Johnson and 
George 
Sisler—have 
sons 
about 


ready to debut on the big time . . . 
Basketball is red hot in Kansas. Two 
teams which hadn't won a game all 
season clashed in Wichita the other 
night and drew 4,500 addicts. 


Madison, Wis., Feb. 25 


Three knockouts featured the Uni- 
versity of Wisconsin-West Virginia, 
boxing match here last night, the- 
Badgers winning 7!i-Vi 
before 
a 


crowd of 12,000. 


Henry Strand, 17? pound Badger, 


scored a clean-cut 
knockout 
over 


Mike Gussie. Early in the first round 
Strand dropped Gussie with a heavy 
right to the head. Gussie arose and 
back-peddaled but 
Strand 
caught 


him with a tremendous right to the 
jaw. The Mountaineer dropped 
in- 


stantly after 1:52 of fighting. 


It took two minutes for trainers 


to revive him. 


Crocker Wins on Forfeit 


Omar Crocker, Wisconsin's 
145 


pounder, won on a forfeit but out- 
pointed Guice Tudor, West Virginia 
freshman, in an exhibition. Tudor, 
although dropped by a hard right 
in the second, "mixed"' with Crock- 
er. Both gave and took each other's 
Sunday punches and came back for 
more, providing the most thrilling 
match of the evening. 


Art Walsh won a quick technical 


knockout over Sam Puglia in the 120 
pound battle after the latter suffer- 
ed a broken nose. 
The fight was 


stopped after 1:34 of the 
first 


round. 


Svrancutt Scores T. K. O. 


Woody Swancutt won his battle 


with Dean Maurer in 1:51 of 
the 


first. Coach Eddie Vachareese threw 
in the towel after the mountaineer 
took an unmerciful beating. 


Beecher Hinkle, 165 pounder, was 


the one point winner for West Vir- 
ginia. He fought to a draw with Ray 
Kramer. 


Coach Johnny Walsh 
announced 


that Swancutt will be Wisconsin's 
regular 155 pounder as Billy Roth, 
of Milwaukee, has been declared in- 
eligible for the remainder of 
the 


season. 


The Results 


120 pounds—Arc Walsh, Wiscon- 


sin won technical 
knockout 
from 


Sam Puglia, West Virginia, 1:34 of 
first. 


127 pounds—Charles 
Martinec, 


Wisconsin, outpointed Ralph. Miller, 
West Virginia. 


135 pounds—Jim Walsh, Wiscon- 


sin outpointed Ed Linger, West Vir- 
ginia. 


145 pounds—Omar Crocker 
won 


on forfeit. (Crocker won exhibition 
from Guice Tudor, West Virginia, 
decision.) 


155 pounds—Woody" 
Swancutt, 


Wisconsin, won on technical knock- 
out over Dean Maurer, West Vir- 
ginia, 1:51 of first. 


165 pounds—Beecher Hinkle, West 


Virginia and Ray Kramer, Wiscon- 
sin, drew. 


175 pounds—Henry Strand, Wis- 


consin, knocked out 
Mike 
Gussie, 


West Virginia, '1.52 of first. 


Heavyweight •— Bill Marquardt, 


Wisconsin, outpointed Dike Pisegna, 
West Virginia. 


Ace Parker, former All-America 


back at Duke, is threatening to be- 
come baseball's All-America travel- 
er ... 
The guy has been in four 


leagues since the last season closed 
. . . The Athletics shipped him to 
Baltimore in the International which 
sent him to 
Chattanooga 
in 
the 


Southern which told him 
to keep 


right on a-going to Portsmouth in 
the Piedmont . . . Ace is all packed 
up ready to light out again the min- 
ute they call his signal . . . Add good 
old days: Ed Barrow, v,ho is in the 
throes of a salary war with such 
tough hombres as the Messrs. Di- 
Maggio, Dickey et al, likes to sit by 
his fire nights and recall how he 
once signed Hans Wagner for $125 
per month. 


Every member of the Purdue bas- 


ketball squad is a Hoosier . . .Eleven 
of 12 members of 
the Minnesota 


hockey squad are natives . . . Foot- 
ball coaches have asked to be excus- 
ed from answering. 


Wisconsin School for 


Deaf Defeats Ohio 


Fulton, Mo.. Feb. 25—(/P)—Wis- 


consin and Illlinois entries were vic- 
torious last night in the opening of 
the fifteenth annual basketball tour- 
nament of the central schools for the 
deaf. 


Wisconsin defeated the Ohio team, 


30 to 20, and Illinois trounced Mis- 
souri. :!:'> to 21, in the first pair of 
round robin games. 


Illinois moots Wisconsin and Mis- 


souri plays 
Ohio this afternoon 


while 
Illinois-Ohio and Missouri- 


Wisconsin are scheduled tonight. 


The winner of the tournament, 


which was delayed by the withdraw- 
al of Indiana, will be decided on the 
basis of most victories. In the event 
of a tic, the team least scored on 
will be adjudged champion. 


Oshkosh Peds Victors 


Against Whitewater 


Whitewater, Wis., Feb. 25— (JP) 


—Oshkosh laid claim to the south- 
ern division championship in the 
State Teachers college conference 
after 
defeating Whitewater 
last 


night, 32 to 20. Oshkosh led at the 
half, 19-10, and won by converting 
20 of 25 free throws while Whitewa- 
ter made only nine of 24. Daniels, 
cfnter, topped Oshkosh scoring with 
10 points. 


Ambers Hands 
Bad Beating 
to Arjzmendi 


New York, Feb. 25— (JP)—It is 


always a pleasure to watch little 
Lou Ambers shake the man off his 
back, shuffle out and take command 
of a fight. He did it last night in 
licking the Mexican, 
Baby Ariz- 


mendi, and now looms very largely 
in the lightweight picture. 


In cutting Arizmendi down in 10 


bloody rounds, Ambers 
did what 


Henry Armstrong couldn't do in five 
fights and 52 rounds. 


His left hand cut 
and 
bruised 


Arizmendi's scrambled features and 
by the end of the ninth, the Mex- 
ican was bleeding freely from cuts 
around both eyes. As the bell rang 
for the llth and Arizmendi 
came 


out the referee walked in front of 
him flinging his arms wide in the 
signal that means, "that's all folks." 
Officially the end came after four 
seconds of the llth. 


To the 8,381 who paid $19,365 to 


get in the house there wasn't much, 
doubt as to the winner. Indeed, in 
the sixth round some in the gallery 
had started to chant, "Arizmendi the 
human punching bag." 


Manager Al Weill will rest Am- 


bers for a month in the south, feed 
him a couple of soft ones and then 
send him against Henry Armstrong, 
the Negro who took the crown from 
him, 
some time this spring. 


Deneen 111 But May 


Play Against Irish 


Milwaukee, Feb. 25— (*P)—How 


sick is Bobby Deneen ? Marquette's 
basketball team would like to know 
because Deneen is its high scorer. 
Notre Dame would like to know be- 
cause the Irishmen play Marquette 
tonight at the auditorium. 


After being announced out of ac- 


tion because of illness, Deneen, 
H 


little pale, turned up in practice yes- 
terday and shot free throws as his 
mates worked out for the last game 
on the court schedule. 


Coach Bill Chandler was not plan- 


ning to start him against George 
Keogan's 
quintet—still 
smarting 


from Marquette's "25-point victory of 
a week ago. 


CANCEL MAT MATCHES 


Minneapolis, Feb. 
25—(,ff»)~_A' 


dual wrestling meet between Wljt- 
consin and Minnesota, scheduled for 
today, was cancelled bccao«« *ev«raf 
members of the Wiacoiwin t«ans «w 
ill with influenza. 
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Stocks Shake Off Lethargy, Soar One to Over Two Points 


See Rise as 
Response to 
Hopkins Talk 


New York, Feb. 25—(.3s) — Appar- 


ently in response to the latest gov- 
ernment-business peace speech by 
Secretary of Commerce Hopkins at 
Des Moines, stock 
market 
prices 


sprinted upward one to more than 
two points in today's early dealings. 


For the firist time in a month the 


ticker tape fell a 
minute 
behind 


floor transactions shortly after the 
opening as blocks of 1,000 to 5,000 
shares changed hands on the 
up- 


swing. Profit-taking on the extens- 
ion of Friday's rally quickly brought 
a slow-down in the pace and a sub- 
stantial reduction of extreme gains 
in many cases. The list stiffened at 
the close under renewed buying of 
steels and motors. 


While plus signs of as inuih as a 


point or so predominated in the fin- 
ish, there were a few minus marks 
among the aircrafts and numerous 
issues were only a 
share 
ahead. 


Transfers for the two hours approx- 
imated 800,000 shares. 


Bonds pushed up selectively with 


stocks. Commodities were narrow- 
ly mixed. Securities at Amsterdam, 
the only important European mar- 
ket open, were higher. 


Aiding steels were forecasts next 


week's mill 
operations would 
be 


maintained at 
about the 
present 


rate, •with growing orders for steel 
products likely to broaden over com- 
ing months. An optimistic 
state- 


ment from President Jnudsen of 
General Motors on the spring sales 
outlook for the,automotive industry 
propped stocks in this group. Rails 
were bolstered by the statements of 
the first 18 roads to report for Jan- 
uary disclosing a gain of 93.3 per 
cent in net operating income over 
the same 1938 month. 


Wheat Prices 
Score Gains 
Late in Day 


Chicago, Feb. 
25—(/P)—\Vheat 


prices advanced about >« cent in the 
final hour today as a result of buy- 
ins: prompted by strength in secur- 
ities and other commodities. 


A government report indicated 


that approximately R,000,000 bushels 
of wheat and flour had been sold 
for export through the subsidy pro- 
pram in the 7>ast month, bringing 
the total to 86,900,000 bushels for 
the season beginning last July. 


Receipts were: 
Wheat 21 cars, 


corn 111, oats 33. 


Wheat closed 'i-'^ 
higher than 


yesterday, May G8Ti-69, July 69-69- 
3C; corn unchanged to 's higher, 
May 40^--%, July 50- 
vi-•'•*,, oats un- 


changed to Jl up. 


V1NAI. >'K\V 1 U R K STOCK1' 
Adams Express 
............. 
!>T4 


AUis Chal .Mfg 
.............. 
-H 


Am Can 
.................. 
02'4 
Am Car and Ftlv 
........... 
20'. 
Am anil Fnr I'nw 
.......... 
fli^ 


Am T'fMv anil Li 
............ 
fiS4 
Am Racl nml St. S 
.......... 
W. 


Am K . -UHl K 
............... 
-Ifii; 


Am Td and Tel 
............ 
13"!, 
Arm 111 
................ 
.-.', 


Atfh T fc S F 
............. 
::<M, 


R ruul f > 
.................... 
<!••„ 


Ben A\ 
..................... 
2<'i 


Beth Steel 
.................. 
Tl'-x 


Bofinjr Airp 
................ 
.'tin 


P.orrtoii Co 
.................. 
-joi, 
r.il :niil ]Jci- 
................ 
7', 


Can Div O Ale 
............. 
1"5\ 


O anil O 
.................... 
,"r\x 
Chi anil X IV 
............... 
'•, 


Cbi M M P & jrfd 
.......... 
"£ 


Chrysler 
................... 
70 ', 


Com Pol 
.................... 
1"' . 


Cons Ed 
.................... 
O'J"! 


Cons Oil 
.................... 
8", 


Container Corp 
............. 
I.",'1, 
Torn Prnili 
................. 
(M 


Curtii.s Wright 
............. 
<P', 


Du Pout 
' 


El Tow & Lt 
ralrhnnks Mor 
Gen Electric 
Gen FooilK 
GPU Motors 
Gil Saf II 
Gondycar 
I C 
Int Harvester 
Int Tel rind Tel 
.Tolins, Mini : 
Tvcn Cop 


171", 


11 Vi 
-10 
-1 1V. 
-in'', 


" 


3IM 
17 
(10 '1 


Mom 
VTa rd 


Xa^h Kelv 
Xat Bis 
Nat 
I '.i«h Kfir 


Nat Dairy Trod 
Pen nut 
J?enn K U 
rhtlllpK Pel 
Pub 
Serviie X ,T 


Tlnciio Cnrp of Am 
Item R.incl 


1 PC, 
S"> 
21'J 


11> 
71 


Shell I'M Oil 
1"'> 


Snutli f.y 
20 


Stand Brands 
7 


Staiirl Oil Cnl 
277 
: 
Stand Oil Ind 
,. 
'J7 


Stand Oil N .T 
1*0: 
Texas fVti p 
t".7. 


Tnx Gulf Kill 
".i17: 


Tliukmi I let .\\lt- 
1~>" 


Tiniken Roll P 
-HP' 


Un Carbide 
S" 


United Corp 
H'', 


T'nitPd Gas Imp 
13 


•\vi'-st''r:i mid Mfg".'.".'.'.','..'. 311: 
Yellon T anil (.' 
1S'-1 


NEW 1ORK Ct'SB 


Ark Xat Gas A 
2*1 
rides Fprvicp 
'"H 


TJl Bond A- Share 
12 
Ford Can A 
21% 


FiN.vr, CHICACO STOCKS 


Chi Corp 
Swift & Co 
"Wise Banksharfi 


Chicago Cash Prices 


Chicago, 
Feb. 
25— (/P)— Cash 


wheat Xo. 4 hard 
09'^; sample 


grade 67 •>.». 


Corn Xo. 3 mixed 47%; Xo. 5, 


45'/i-4G; No. 1 yellow old 50; No. 2, 
49; No. 3, 47 
12-4S<K; No. 4, 4G'j- 


479.i; No. 
5. 
44M;-45%; 
sample 


grade white 431!'. 


Oats No. 1 mixed 
32 n2; Xo. 1 


white 33; Xo. 2, 311i-321;!; No. 3, 
30-3Hi; sample grade white 25-30. 


Barley malting 44-60 nom; No. 1 


barley 52; No. 4, 48; sample grade 
20. 


Soy beans No. 2 yellow 82U-%; 


timothy seed 
2.85-3.15 nom; 


clover 13.00-16.00 
nom; 
red 


9.25-75 nom. 


red 
top 


stock Florida triumphs bushel boxes 
1.75-85. 


Onions, domestic No. 1 yellow IVz 


inch 50-fiO; 2 inch and .up 
65-75; 


Spanish seed 3 -inch 1.00-15; boilers 
40-45. 


New York Market 


New York, Feb. 25—(/P)—Butter 


705,487, easy. Creamery, higher than 
extra 2G1:;-271i; extra (92 score) 
26-26'i; firsts (88-91) 2<l>i-2G; sec- 
onds (S'l-87) 23'2-24. 


Cheese 90,548, steady. Prices un- 


changed. 


Butter and Eggs 


Chicago, Feb. 
25—(/P)—Butler 


1,002,217; steady; prices unchanged; 
eggs 8,734; steady; fresh 
graded, 


extra firsts local 
17; cars 
17s,i; 


firsts local cars 17; current receipts 
1GH; other prices unchanged. 


Potatoes 


Chicajto, Feb. 
25—(/P)—(U. S. 


Dept. Agr.)—Potatoes 71; on track 
274; total U. S. shipments 719; old 
stock supplies moderate; best qual- 
ity russets and Colorado McClures 
demand fair; steady; northern white 
stock demand very slow; dull with 
weaker tendency; Idaho russet Bur- 
banks U. S. 1, 1.4R-G5; 
car 
large 


washed 1.72 
]'£>; Colorado 
red 
Mc- 


Clures U. S. 1 burlap sacks 1.92'i- 
97'i; cotton sacks 1.95; some fair 
quality pale stock no pales recorded; 
Xorth Dakota bliss triumphs 90 pel- 
cent U. S. 1 and better for 
sales 


1.50-55; cobblers U. S. 1, car 1.30; 
Wisconsin round white and Michigan 
russet rural no s;ales recorded; new 
stock supplies 
moderate; demand 


fair; firm with 
slightly 
stronger 


tendency; track sales less than car- 
lota bushel crate Florida bliss tri- 
umphs U. S. Xo. 1, 1.82^-85. 


Temporary Head 
of Curb Exchange 
NEKOOSA 
SOCIAL ITEMS 


PERSONALS 


MRS. F. R. GODDARD JR. 


Telephone 70, Nekoosa 


Britannia Re-arms to Rule the Waves 


Milwaukee Grain 


Milwaukee, Feb. 25—(^P)—Wheat 


No. 2 hard 711,i-7212; corn No. 2 
yellow 481-:-4912; corn No. 2 white 
52-52^; oats No. 2 white 31J2-32M:; 
rye No. 2, 47-52; malting barley 48- 
70; feed 25-45. 


Livestock 


Jin; 


Kills Ex-Secretary, 


Drinks Poison, Dies 


Nevada, la., 
Feb. 
25—(.T) 


Blaine Corbin, 52, elevator manager, 
died here today of poison in what 
Sheriff C. V. McGriff said was a 
suicide attempt after he had shot 
and killed his former secietary, Miss 
Helen Mae Berry, 30. 


Miss Berry was shot as she walk- 


ed along a street in the business dis- 
trict last night. The person who 
fired the shots escaped in an auto- 
mobile. 


Spectators gave the name of the 


person they believed fired the shots 
and a deputy went to the 
Corhin 


home. There, he said, he found Cor- 
hin in a critical condition from 
drinking poison and attempting to 
slash" his wrists with a pocket knife. 


Son of Joe Kennedy 


Visits Madrid Ruins 


Madrid, Feb. 25— (#)— Joseph 


Kennedy, jr., 23-year-old son of the 
United States ambassador to Lon- 
don, visited part of the devastated 
area 'around Madrid today. 


On a tour to see what Madrid 


looks like after more than two years 
of siege, young Kennedy tramped 
around the Duke of Santa Elena's 
palace, which has suffered enonnous 
damage from bombing and shelling. 


BIRTH ANNOUNCEMENTS 


Mr. and Mrs. Harvey 
Kruger, 


city, announce the 
birth 
of' a 


daughter at Rivervjcw hospital to- 


Chicago Market 


Chicago, Feb. 
25— (/P) — (U. S. 


Dept. 
Agr.)—Hogs 
200; 
market 


steady to 10 lower than Friday's av- 
erage on few small lots available; 
strictly choice light hogs absent but 
quotable up to around R.30; few 200- 
280 Ibs. average 7.75-8.00; shippers 
took none; 500 holdover; compared 
week ago good and choice 160-350 
Ibs. average steady to 
10 higher; 


packing sows 5-10 up. 


Cattle TOO; calves none; compar- 


ed Friday last week: Fed 
steers 


and yearlings 25 higher; good to 
near choice kinds 25-40 up; week- 
end trade active, more because of 
abridged 
receipts than 
any im- 


provement in dressed beef; short- 
fed steers predominated, but aver- 
age quality getting a little better; 
heifers and cows very scarce; and 
same true of bulls and vealers; all 
she stock and bulls 25 up; vealers 
50 lower; choice to prime 1317 Ibs. 
steers topped at 13.75; next highest, 
price 13.35; best 
yearlings 12.40; 


few yearlings or heavies above 12.- 
00; bulk going at 8.85-11.50; choice 
heifers topped at 13.60. but few above 
9.75; all classes plain and medium 
cattle unusually scarce; heavy saus- 
age bulls reached 7.40; selected 
vealers sold sparingly at 12.00. 


Sheep 3,000; late 
Friday: 
Fat 


lambs, spots 10-15 and more higher; 
sheep stronger; lamb top 9.25; bulk 
8.00-9.25; 100-114 Ibs. weights 8.50- 
9.00; 
choice ewes quotable 5.00. 


Compared Friday last week: 
Fat 


lambs and yearlings strong 
to 25 


higher; sheep weak to 15 lower, al- 
though somewhat stronger than at 
week's low time; week's lamb top 
9.25, paid at close by all local and 
shipping interests; late bulk 8.90- 
9.25, with 100-114 Ib. weights 
at 


S.50-9.00; week's bulk fed western 
lambs 8.50-9.15; host natives avail- 
able 9.15; fall clipped lambs 8.15- 
8.50; 
top slaughter yearlings 7.75; 


bulk 90-103 Ib. offerings 7.25-7.50; 
top slaughter ewes 5.00; bulk 4.00- 
4.85. 


Plymouth Cheese 


Plymouth, Wis., Feb. 25 


Cheese 
quotations for 
the 
next 


week: Wisconsin cheese exchange, 
twins 12; daisies 12 
],L>; horns 12J/i; 


cheddars 12. Farmers' 
call board, 


daisies 12^2; horns IZVs; cheddars 
12. 


Mrs.Thos.Babcock, 
77, Succumbs at 
Home in Nekoosa 


Mrs. Thomas Babcock, 77, died at 


her home in Nekoosa at 10:30 a. ni. 
Friday after a lingering illness. Fu- 
neral services will be held Monday, 
February 27, at 1 p. m. at the home 
and I :30 p. m. at the Congregation- 
al church with the Rev. C. A. O'Neill 
officiating. Burial will be at Ne- 
cedah. 


Born in New York state on April 


1, 1861, Mrs. Babcock was 
the 


daughter of Mr. and Mrs. J. W. 
Huggins, and married Thomas H. 
Babcock there on March 16, 1888. 
For the past 47 years she has been 
a. resident of central Wisconsin. 
Her parents, husband and one broth- 
er preceded her in death. Two chil- 
dren 
survive, 
namely, 
Pvaymond 


Babcock of Nekoosa and Mrs. Lor- 
ain McGinnis of Wyocena. 


The body will be taken to the res- 


idence Sunday morning w h e r e 
friends may pay their respects. Fu- 
neral arrangements are in charge 
of the Voss funeral service. 


Funeral Tuesday for 


Miss Barbara Hinc 


In the first public meeting in the 
history of the board of governors 
of the New York Curb Exchange, 
Clarence A. Bettman (above) was 
elected temporary president, pend- 
ing election of a permanent, paid 
president. Bettman, shown as he 
addressed the board, said: "Criti- 
cisms and suggestions of federal 
and state authorities, of the public 
directly, and of the press, through 
which the public speaks, will be 


welcomed." 


Italians Living in 


France Begin Mass 
Exodus to Homeland 


Vesper Market 


Vesper, Wi?.. Feb. 25—The last 


shipment of livestock by the Wood 
County Central Shipping associa- 
tion brought the 
following 
net 


prices to farmers: 
Hogs, 213 Ibs., 


X18.10; four at 955 Ibs., S71.14 
Ibs., SI2.24; 292 Ibs., $20.83; 
Ibs., S15.S4; four at 853 Ibs., 
85. 
Cattle, 1175 Ibs., §58.16; 


Ibs., §47.76: 790 Ibs., $27.25; 
Ibs., ?72.96; 955 Ibs., S35.30. Calves, 
88 Ihs., $5.20; 128 Ibs., $12.05; 108 
Ibs., S8.28: 78 Ibs.. $3.0:j; 93 Ibs., 
?6.00; 73 Ibs., $3.42; 138 Ibs., $13.- 
73; 130 Ibs., $12.28; 95 Ibs., $G.3S; 
58 Ibs., $2.50; 100 Ibs., $7.20; 148 
Ibs., $15.35. 
Shipping e\ery Tues- 


day morning. 


Carl Vehrs, Mgr. 


170 
209 
(;•!.- 
965 


1280 


Produce 


Milwaukee Market 


Milwaukee, 
Feb. 25— •( 


.er, fresh creamery extras, 


-But- 
prints 


Mr. and Mrs, Clifford Dolan, city, 


are the parents of a son born to- 
day at Riverview hospital, 


(91-92 score) 25Vz; (89-90 score) 25- 


-Va. 
Cheese, American full cream (cur- 


rent make) K'/i-lC; brick 14-14%; 
imburger 16-16 \'z. 


Eggs, A large whiles IS; A me- 


dium whites 19; ungraded, current 
•eceipts 16'^. 


Poultry, live hens over 5 Ibs. 17; 


under 5, 19; leghorns over 3J/2 Ibs. 
17; under 3'/2, 15%; roosters 13; 
ducks over 43,£ Ibs. young white 16; 
young 15; old 15; geese 13. 


Cabbage, homegrown bu. 
30-35; 


new Texas crates 1.60-65. 


Potatoes, Wisconsin, Minnesota, 


North Dakota cobblers 1.30-35; tri- 
umphs 1.65-70; early Ohios 1.25-30; 
round whites 90-1.15; Idaho russets 
J. 65-70; commercials 1.40-50; Colo- 
rado McClures No. 1, 2.20-25; new 


Funeral services for 
Miss 
Bar- 


bara Hinc, 6G, of the town of Sen- 
eca, who died at Riverview hospital 
at 10 o'clock Friday 
morning of 


pneumonia, will be held Tuesday, 
February 28, at 2 p. m. at the Baker 
and Son chapel with the Rev. A. W. 
Triggs officiating. 
Temporary in- 


terment wil follow in 
the receiv- 


ing vault. 


The deceased was bom 
in 
the 


town of Oasis, Waushara county, on 
July 2R, 3872, the daughter of Mr. 
and Mrs. Gottheif Hinc. Surviving 
are two sisters, Mrs. G. F. Gear of 
:he town of Seneca, with whom she 
made her home for 
the past 30 


years, and Mrs. J. C. Kischel of Los 
Angeles, Cal. 


Friends may pay their respects at 


the Baker moituary, where the body 
will remain. 


Flames Destroy Farm 
Home Near Dexterville 


Doxlcrvillc, "Wis.—The farm home 


of the Charles Van Kuren family 
near here and its contents was com- 
pletely destroyed by fire "Wednesday 
afternoon. A chimney fire is believ- 
ed to have started the blaze. 


Mr. Van Kuien suffered fracture 


of one or two ribs when he fell from 
a ladder while attempting to save 
some of the contents of the build- 
ings. Only a heating stove was sav- 
ed. No insurance covers the loss. 


(Continued from Page One) 


leaving Paris, little more than 1,500 
persons would leave 
continental 


France today. 


At Marseilles, 100 Italians hoard- 


ed the first special train which left 
at noon. 


Diplomatic sources in Paris point- 


ed out that the decision to repa- 
triate Italian nationals from France 
at this time 
dovetailed into 
the 


Fascist anti-French campaign. 


No French Retaliation 


The French failed to show any in- 


dication of following the example, 
however, by calling their nationals 
to come home from Italy. 
That, 


French said, would be playing into 
Italian hands. 


(The Italian government created 


a commission November 17 to pro- 
mote repatriation of Italians living 
abroad. 


(On December 12 it backed up its 


repatriation plan with an appropria- 
tion of 10,000,000 lire 
($526,000.) 


The 
commission was 
proceeding 


carefully, however, in order to avoid 
glutting the labor market at home. 


(An analysis of the repatriation 


plan from 
Rome said that 
the 


scheme, like the Fascist campaign 
for more babies and the law against 
further emigration, naturally was 
expected to make Italy's population 
densei'. 


(This in turn would give greater 


strength to 
Mussolini's argument 


for Italy's necessity for territorial 
expansion—and give him more man- 
power to call upon if war were con- 
sidered necessary to achieve the ex- 
pansion.) 


Sunshine Club— 


Mrs. Otto -Polzin entertained the 


Sunshine club at a one-thirty dessert 
bridge on Friday afternoon. Guests 
wei-e Mrs. Emma Schmidt, Mrs. H. 
J. Gwin, Mrs. J. E. Rohr and Mrs. 
Leon Youngchild. Following an af- 
ternoon of contract, the prizes were 
awarded to the guests or members 
holding high scores. Mrs. 
Martin 


Brandt and Mrs. J. E. Rohr won the 
honors for the afternoon. The club 
•will hold its next meeting in two . 
weeks at Mrs. Harold Pomainville's. 


¥ 
¥ 
* 


Twin Six Club— 


Mrs. Charles Polansky will enter- 


tain the Twin Six club Sunday eve- 
ning. The evening will be spent at 
contract, followed by a luncheon 
served by the hostess. 
* 
» * 


Contract Club— 


The Contract club will meet with 


Mrs. Dode Grode on Tuesday e 
ning. 
* 
» * 


Maskers— 


• The Maskers will meet Monday 


evening at 
7 o'clock and invite 


friends and relatives of the mem- 
bers to attend the meeting. Mem- 
bers of the group are to participate 
in the first of a series of humorous 
declamatory contests. Those to de- 
clame Monday will be Lillian Schaf- 
enberger, Robert Cole, Tom Brown, 
Goldie Gilman, Marian M i 1 k e y, 
Mildred 
Smedbron, 
M a r g a r e t 


Youngchild, Denise Pharo, Stella 
Wilczynski, Francis Gronski, Mur- 
iel Rezin, Don Moe, Betty Marker, 
Kathleen 
Gilbert. Those selected 


Monday evening will compete before 
the assembly next Friday at 2:30 p. 
m. Coaches for the contest are Miss 
Verna Timmer, Miss G e n e v i e v e 
Quilling, Miss Adele Sawyer and 
Miss Dolores Pederson. 


Los Angeles Attacker 


Kiljs Russian Dancer 


Los Angeles, Feb. 25—(IP)—An- 


ya Sosoyeva, 24-year-old Russian 
dancer, died early today after she 
gasped "someone hit 
me on 
the 


head" and collapsed on the Los An- 
geles City college campus. 


Dective Lieut. William Clark said 


she had been criminally attacked 
as she returned to her nearby apart- 
ment from a night dramatics class 
at the college. 


Clark said Wally Meyers, a class- 


mate of Miss Sosoyeva, reported the 
girl stumbled toward him, gasped 
•'someone hit me on the head," but 
collapsed before she could describe 
her assailant. 


German Plane Lost at 


Sea With 10 Aboard 


Infant Son Dies 


Donald Louis Moody, year old son 


of Mr. and Mrs. Orville Moody, died 
at the home'of his parents in Ne- 
koosa at 4 p. m. Friday after being 
11 but one day. Funeral services 
will he held Monday, February 27. 
at ,,9:30 a. m. at the home and 10 
i. m. at the Congregational church 
with the Rev. C. A. O'Neill officiat- 
ng. Interment will be in Riverside 
cemetery. 


The child, born in 
Nekoosa 
on 


March I , 1938, is survived by his 
parents and one brother, Raymond. 


Funeral 
arrangements 
are in 


charge of the Voss funeral service. 
The body will be taken to the resi- 
dence this afternoon. 


Sir Francis Drake thought so lit-1 


tie of the Spanish armada that he 
refused to stop a game of bowling, 
at Plymouth, to lead his ships out 
to aflack it in 1588. 


Berlin, Feb. 25—(.T)—Lufthansa, 


German 
aviation 
company, 
an- 


nounced today a plane carrying 10 
passengers and crewmen was lost 
yesterday somewhere in the Medi- 
terranean. 


The plane was on a special flight 


from Germany. The company said 
it 
had 
not 
determined 
exactly 


where the plane went down. 


Mystery 
surrounded 
disappear- 


ance of the plane, which apparently 
belonged to the military airforce. 


Neither its destination nor its 


passengers' 
names were divulged 


by the air ministry. 


Among those fans who followed 


the Comets to Wautoma on Friday 
night for the tournament "were Mrs. 
Kenneth 
Campbell, Miss Connie 


C a m p b e l l , Don Boles, AVilfred 
Schmidt, Dan-ell Sanger. Several 
carloads are planning to drive over 
for the final game this evening. 


Miss Jean Gwin is visiting at the 


home of Mildred Eswein in Wiscon- 
sin Rapids this week-end. 


The seventh grade students enter- 


tained the eighth graders at an eve- 
ning Valentine's party Friday at the 
high school. The evening was spent 
at games and dancing. Lunch con- 
sisted of cocoa, sandwiches and cup 
cakes. Chaperones were Miss Clara 
Iverson and Miss Lucille Rocklus. 


Miss Ann Depta and Miss Evelyn 


Walczak of Wisconsin Rapids left 
this afternoon for Milwaukee. Miss 
Depta plans to go on to vis'it Mrs. 
George Larsen at Fredonia, while 
Miss Walczak will spend the week- 
end in Kcnosha. 


Mrs. Anna Lambert of Ripon is 


visiting at the home of her grand- 
daughter, Mrs. William McGrogan. 


Mr. and Mrs. Walter Gilbert, Ford 


Herbert and Irvin Gilbert of Living- 
ston, Mont., and Miss Marion Abbott 
were visitors here Friday. They 
came through interest in the Nekoo- 
sa-Edwards Paper company and 
were escorted through the mill. 


Mr. and Mrs. William McGrogan, 


Billy Jim and Mary K., and Mr. 
and Mrs. C. W. Snider of Nekoosa 
are to be dinner guests at the home 
of Mr. and Mrs. W. J. McGrogan in 
Wisconsin Rapids on Sunday. 


^ 
_ 
Service Radiophoto) 


First British capital ship launched in 14 years, the battleship King 
George V is shown leaving the ways at Newcastle, England. The 
35,000-ton, 30-knot dreadnaught cost $37,600,000 and is the Royal 


Navy's ^fastest battleship. 


PORT 


EDWARDS 


SOCIAL — PERSONALS 


Mrs. 
Frank Hegg 


Telephone 90. Port Edwards 


RAPIDS THEATRE 


It is perhaps typical of Hollywood 


that a man of uniquely pure Ameri- 
can ancestry should be chosen to 
play a Chinese detective on the 
screen. 
. 


Sidney Toler, who makes his first 


appearance as Earl_ Derr 
Biggers' 


famous fictional sleuth in "Charlie 
Chan in Honolulu," the attraction on 
the Rapids theatre screen Sunday 
and Monday is the descendant of a 
Dutch-English adventurer who ac- 
companied Captain John Smith in 
the founding of Jamestown-, Va. 
Sidney was born in Missouri 
and 


raised on a Kansas farm. 


"An actor should be able to por- 


tray convincingly any role he is ask- 
ed to play," Sidney said on the set 
at 20th Century-Fox. 
"I feel no 


more hesitancy in portraying Chan 
than I would in doing the part of a 
Kansas farmer." 


Toler frankly admits that, as he 


plays Chan, a Chinese would easily 
detect that he was no true Oriental. 


"But Chan is a man," he said, 


"not a symbol. If he is not a com- 
posite of all Chinese characteristics, 
he is at least the type of man ad- 
mired by all the world's people^' 


"I am sure the Chinese, them- 


selves, realize this. At least the 


!han series has always 
been en- 


;husiastically received in China and 
Chinese in America 
have 
written 


thousands of letters to 20th Cen- 
tury-Fox, thanking the 
studio for 


representing them in so admirable 
a character." 


Head of Historical 


Society Badly Hurt 


Church Services— 


Services at the Community church 


will be conducted by the Rev. A. W. 
Triggs at 9:45 a. m. His sermon 
topic will be "The Sick Need The 
Dortor". The Junior chorus will sing 
''My Jesus I Love Three." 


Sunday school will convene at 10:- 


45 a. m. 


At 4:15 p. m. all those who wish 


-o be in the training class for con- 
irmation are requested to meet at 
the church, and are asked to bring 
notebooks and pencils. 


Friday afternoon guests at the 


home of Mr. and Mrs. Tony See- 
bruck were Mrs. Geneva Knuteson 
and son Donald of Babcock and Mrs. 
Bertha Vaughn of Wisconsin Rap- 
ids. 


Mr. and Mrs. Fred Schultz and 


Elton moved today to the home on 
LaVigne avenue formerly occupied 
by the Earl Falkner family, Mr. 
and Mrs. Ernest Austin and daugh- 
ter moved to the home the Schultz 
family vacated. 


Mi-, and Mrs. L. Rayome of Ru- 


dolph are spending the week-end 
here with their children. 


Madison, Wis., Feb. 25 


Col. Marshall Cousins, 70, president 
of the Wisconsin State Historical 
society, was seriously injured last i 
night when struck by an automobile 
as he was crossing a street near the 
square. 


He was taken to Madison General 


hospital. Attendants said they be- 
lieved he suffered a fractured skull. 


Driver of the car, police said, was 


Clark Fisher, 21, a University of 
Wisconsin senior from Waukesha. 
He was booked on a chai-gc of fail- 
ing to give a pedestrian the right of 
way. 


-DANCE- 
at 


Jim & Marge's 
S U N R I S E 


TAVERN 


TONITE 


Music by 


FRANK & MELL ' 


Sunday Music by Red & Roy 


A boy and a pet seal, played by 


Bobhy Breen and Slicker, combine 
to add a fine, full flavor of delight- 
ful 
amusement to 
"Fisherman's 


Wharf," Bobby's latest starring pic- 
ture which comes to the Rapids the- 
atre Tuesday. 


The photoplay 
is also 
savored 


with other distinguished entertain- 
ment qualities—a dash of sparkling 
music and song, a pinch of romance 
and a large measure of adventure 
and comedy. The story is one of 
simplicity and human interest—a 
tale of Bobby, Slicker the Seal, and 
Bobby's foster father, Leo Carrillo, 
all of whom reside at the foot of 
San Francisco's famous 
Taylor 


street, at the head of the original 
Fisherman's Wharf. 
Simple 
Sicil- 


ian fisherfolk they are—carefree 
and happy. 


Into their lives come Lee Patrick 


and her trouble-making son, Tommy 
Bupp. Together they combine to 
upset the peaceful lives of the tiny 
Italian colony, until Bobby, in a 
moment of desperation, challenges 
the larger youngster 
and in the 


fight that ensues, the parents, too, 
become embroiled. The melee leaves 
Bobby, Carrillo and Slicker to con- 
tinue their lives in complete har- 
mony. 


Surprisingly 
authentic are the 


scenes at the famous 
Fisherman's 


Wharf, show place of the West. 
Particularly interesting is the wharf 


Join Your Friends 


at 


Blonien's Tavern 


Hy. 34 — Rudolph, Wis. 
-TONITE- 


Meet 


Elmer C. Twiggins 


and the 


Masked Marvel 


IN PERSON 


Refreshments of AH Kinds 


life of the crab-fishers, their blue- 
painted boats, their 
mounds and 


mounds of drying nets, their great 
boiling caldrons on the sidewalks. It 
is a bit of the Mediterranean trans- 
planted. The picture is worth its 
admission piice if for no other rea- 
son than the grand picturesqueness 
of these sequences. 


CALLS ON GREEN, 
LEWIS TO SETTLE 
THEIR PARREL 


(Continued from Page One) 


PALACE THEATRE 


If English is taught in the high 


schools, you'd never know it from 
the way the kids of today talk. 


While preparing 
his script for 


"Nancy Drew—Detective," the first 
of the Warner Bros, series about the 
popular girl detective, playing at the 
Palace 
theatre 
Sunday. Kenneth 


Garnet, the scenarist, asked Bonita 
Granville, star of this series, to col- 
lect the slang expressions used by 
her friends in high school. 


"Okay," said Bonita, "as soon as 


I rally round and get organized, I'll 
rig some up." 
For the benefit of 


Miss Granville's 
English 
teacher, 


she meant that she'd make a list af- 
ter circulating the news of her re- 
quest. 


"Equipment, 
equipping 
and 


eqiup," Bonita reported, are words 
that have an all-embracing signifi- 
cance from freckles on one's nose to 
the Chino-Japanese situation. Thus, 
the gal wore a dress with a lot of 
equipment around the waist. In this 
case, 
equipment means doodads. 


"Stop equipping and tret organized." 
This translated is 
"Stop 
fussing 


with yourself and let's get started." 
"It's happy party time but I haven't 
got the equipment" means "I can go 
out tonight but I haven't enough 
money." 


$23.80 is a figure 
that clinches 


any argument. 
"I bet you $23.80" 


is always used to prove one's point. 


America "believe it to be a wise and 
almost necessary step for the fur- 
ther development of the cooperation 
between free men in a democratic 
society such as ours." 


Asks Early Reply 


In the final paragraph of each 


letter, the president expressed hope 
he would very shortly receive a re- 
ply giving the name of the peace 
committee members. 


To Lewis he said: "In addressing 


this letter to you, my dear John, I 
have great satisfaction in knowing 
I am dealing with a man whom I 
respect, a man of honor, intelligence 
and good will." 


To Green, he concluded: "It is 


with confidence that I write you, 
dear Bill, as a man of good will, of 
experience and high principles." 


Opportunities "Never Better" 
The president said the opportun- 


ities for a united and vital labor 
movement to make a contribution to 
American life of help to the people 
and future generations "were never 
better." 


He added that the National Man- 


ufacturers association recently made 
a statement "expressive of a better 
understanding of the problems of 
labor relationships 
and 
of their 


willingness to work with labor in a 
realistic effort to improve their mu- 
tual relations and to better general 
working conditions. 


"The complicated economic and 


social problems of today require the 
cooperation of responsible groups of 
citizens of all walks of life and the 
effectiveness of labor in this type 
of council can only be realized bv 
its fundamental unity of purpose 
and program." 


The president said he did not 


need to remind the labor leaders of 
the "great variety of opportunity to 
be of service which comes to a unit- 
ed labor movement." 


Says Strife Is Hazardous 


"Many of your members," he add- 


ed, "have spoken to me of these op- 
portunities and many of them also 
pointed out to nie the hazards and 
dangers to which the labor move- 
ment is subject, both internally and 
from without, if it cannot find a pat- 
tern of unity." 


He said he wished to reiterate 


"the sincerity of my belief in labor's 
capacity to end this breach and my 
faith in the intention of the -wage 
earners of America to play their 
part along with all other groups in 
our community in overcoming our 
mutual problems and bringing about 
the good American democratic life. 


"I am sure these results can be 


achieved if the parties come togeth- 
er with open minds and clear inten- 
tion to effect genuine peace and 
harmony in the labor movement." 


The president said whatever as- 


sistance "we in the government can 
give you in this matter will be glad- 
ly given.1' 


Mrs. 
twin 
Mrs. 


RIVERVIEW HOSPITAL 


Admitted: Gerald Johnson, city 


Mrs. Harvey Kruger, city; 
Clifford Dolan, city; Trachte 
boys, Route 6, Marshfield; 
Elizabeth Cole, Eoute 5, city. 


Dismissed: Joan Eron, city; Mrs. 


Ted Oilschlager and baby girl, Port 
Edwards; Mrs. Orlando Miller, city; 
Mrs. August Bartel and baby boy, 
Route 3, city. 


— W I N N E R S — 


OF THE 


MOVIE QUIZ CONTEST 


WILL BE ANNOUNCED 


MONDAY, FEBRUARY 
27 


—AT THE— 


R A P I D S T H E A T R E 


$ 


YOU CM'SERVE AND DRINK 


, STRAIGHT 
I CALIFORNIA , 
CRAPE BRANDY! 


Refreshes Millions 


BRANDY AND SODA 


HIGHBALL 
COCKTAIL 
OR NEAT 


MADERA WINERIES 


£ DISTILLERIES 
if. AKAKELIAN 
/NC. 


CHICAGO, 
/LL/MO/S 


FOR SALE AT LEAD- 
ING TAVERNS AND 


LIQUOR STORES 


. Distributed by 


DALY DRUG & JEWELRY CO. 
Phone 334 
112 2nd St. So. 
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Seeing the World Throu 
the Camera s Eye 


NO ' F E R D I N A N D ' WAS 
T H I S B U L L whose savage attacks seriously injured Luis Castro, a favorite Mexican matador, 


in a recentbullfight_at MexicoJCity^CastrpJs, assistants (left) had difficulty drivine the hull off and saving ^Castro. 


, 
*—.,.,„.*, 
f. .,.,, _ ~.. 


:'„' ,,'Xj;f*> ,>, -* , 
i! 
! 
v'x'y/'* A "f "' -* .~j 


R O Y A L V I S I T o f E n g - 
land's king and queen to Canada 
and United States in May will 
ia7; the responsibilities of Sir 
Konald Lindsay (above), British 


ambassador to U. S. 


_ 
_ 


M U C H ADO A B O U T ' M I K A D O ' followed announcement that the WPA theater might 
move from Chicago to New .York its all-Negro swing version hit in which Edward Fraction (silk hat) 
plays the Mikado and white-dressed Gladys Boucree is Yum-Yum. N. Y. Producer Michael Todd, with 
a Negro "swing" Mikado planned for Broadway, protests: "Why should they rum me by coining here?". 


'-'I 


O V E R H O M E P L A T E at Santa Fe, New Mexico's gov- 
ernor, John E. Miles, puts a few sizzlers, just to keep in practice 
with the gentle art of dish-massage. For the moment the state's 


chief executive takes orders from Mrs, Miles. 29. 


B O N D S W I T H B R A Z I L strengthened appreciably 
when handsome Oswaldo Aranha, Brazil's foreign minister used 
both hands to clasp the hand of Kitty Carlisle, actress-singer who 
attended a reception for Aranha at capital's Brazilian embassy. 


E N F O R C I N G THE 
LAW 
so far as the steer-is con- 


cerned, Sheriff Ed Echols of Pima county, Arizona, has challenged 
any other sheriff in the country to compete with him in a steer 
roping contest at the Tucson rodeo. Now 59, Sheriff Echols was a 
cowboy champion in 1908 and 1912, and the steer on which he's 


training was somewhat bewildered by the procedure. 


_ 


A B A R O N E T AT F I V E , Andrew Hills was created,* 
baronet by Bang George of England, thus becoming one of 
Britain's youngest title-bearers. The title was intended for his 
father, the late Maj. J. W. Hills, who died about last Christmas be-, 
fore New Year's honor list was announced. Boy's mother (above) 


also granted the_title_and. precedence_of_a_bar()nlet's.jwldoHf 


I. 


H I G H E S T ranking army 
officer on Uncle Sam's tropical 
island, Puerto Rico, is Gen. Luis 
Esteves, West Point graduate in 
'15. He's just been named a 


brigadier general. 


M A L E F I N E R Y stole the spotlight from women's fashions 
in New York when there appeared (left) Matthew Sica in a sum- 
mer tuxedo of light blue with deep shawl collar, midnight blue 
trousers, blue carnation and 'kerchief and black cummerbund: 
(center) Vincent Carrado in" a double-breasted tux; and Samuel 
Larsen in bcire ironical dinner jacket with maroon cummerbund. 


T O 
G U I D E 
S H I P S 


through bad weather, a radio?, 
antenna rides atop Buoy 10 In 
Boston harbor, crackling: out 
messages. This is a test for such 


baoy_equipmenL. j- 


R O O K I E R O B E R T O 
Ortiz finds life good at Orlando, 
Fla., where this pitcher found in 
Cuba's cane fields by a Sena-l 
tors' scout is hard at work 
iryine out 


B I G L E A G U E HOPES has Robert Estalella, a Cuban now 
*t Senators' c?mp. He played in CbarJotte, N, C., last year. 


F R O M C U B A ' S S U G A R C A N E F I E L D S came young Roberto Ortiz (above), to try 


out for a pitcher's J>ertb with the Washington Senators.now training .at Orlando, Fla. 
O N E - L E G G E D L E A P E R ? NO! if* Korer t!nemtrit-« 
"follow-throBKh" on a javelin throw at nwet in Sydney. A«*tr*tt*, 
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OUT OUR WAY 
BY J. R. WILLIAMS 


Dear Boys and Girls: 
. 


Boy-o-boy! Am I lucky? You want 


to know how come. Well just look at 
the names in the birthday club for 
today and Sunday, and then you'll 
know* why there just isn't room to 
say much, and I haven't much to 
say. Just so you members who have 
prizes coming won't think I've for- 
gotten, I promise to get them in the 
mail so that you will have them by 
Monday, that is, if nothing unfor- 
seen happens. I'm sorry to keep you 
waiting so long, but I've been so 
busy I just didn't have time to go 
shopping for the prizes before. 
* * 
# 


__ 
BIRTHDAY CLUB 


Raymond Fred Martinson, Star 


Route, Jsfekoosa, is 5 years old. 


Joan Edith Jero, Route 3, is 3 


years old. 


Leona Mae Hoefs, 531 Tenth 


street south, is 5 years old. 


Kenneth Keith Klein, 1740 West 


Grand avenue, is 8 years old. 


Dorthea Olsen, Route 4, is 3 years 


old. 


Barbara Lenore LeMay, city, is 4 


years old. 


Robert Magee jr., Vesper, is 6 


: years old. 


j 
Jimmy Joe Anderson, 300 Thir- 


teenth avenue north, is 7 years old. 


i 
Lorella Condo, 151 Fourth avenue 


I north, is 5 years old. 


j; 
Sundays Birthdays 


I 
Patricia 
Berard, 1011 Fourth 


ri Btreet south, will be 1 year old. 
t 
Paul Merritt Koeshall, Route 3., 


'', will be 3 years old. 
': 
Delores Leona Helke, Route 1, 
: Nekoosa, will be 12 years old. 


Glen Delbert Tubbs, Route 2, 


Pittsville, will be 11 years old. 


Donald Arthur Tritz, 
Route 2, 


s£ Pittsville, will be 8 years old. 


Ruth Ann Jenson, Arkdale, will be 


... 8 .years old. 
* * * 


I.'- Dear SecJc: 
-"' 
Just a line to tell you hello! How 


' • are you? I am fine and hope yon tire 
'•'' too. I'm not going to let my sister 
" get ahead of me so SecJc will you 


'•''• put my name on the pen pal list? I 


am going to write to a pen pal to- 


>•., day. I am H years old and in the 
-j seventh grade. My eyes are blue and 
..'-, my hair is brown. My birthday is 
. • May 22. I will answer every letter I 


receive. 


Well my letter is getting long, so I 


say goodbye. 


Yours fair and square, 
Ruby Hines, 14, 
Babcock, Wis. 
* * * 


I'm just fine, thank you, Ruby. I 


hope you find some interesting pen 
friends as a result of your request 


, appearing in "Pick a Pal". Other 


peri pals reading this are urged to 


f write. 
1 
* * * 


A Little Bird 


Diner: "Waiter, this soup is spoil- 


ed." 


Waiter: "Who told you?" 
Diner: "A little swallow."—Julia 


Huebscher. 
* * * 


Oklahoma 


Oklahoma—Two Choctaw words, 


"okla" and "humma," meaning "red 
people." 


Nickname—Sooner. 
Motto—Labor Omni Vinci (Labor 


conquers all). 


Song—Oklahoma. 
Flower—Redbud. 
* * * 


'Dear SecJc: 


-1 would like to be a pen pal. I am 


11 years old, and a brunette. I have 
blue eyes. I am in the seventh 
grade. I ivill ansiver everyone who 
writes to me. I am sending a picture 
of myself and my pony. 


Yours fair and square, 
Norma Matteson, 
Route 1, Box 59, 
Friendship, Wis, 
* * * 


Thanks for sending the picture, 


Norma. At least I know what you 
look like, even if the other members 
don't, because the picture was too 
dark to -reproduce well in a news- 
paper cut. Won't you hunt around 
for a brighter picture? You'll find 
the other in the mail soon. Come on 
pals and write to Norma. 


Now it's time to say goodbye. 


Yours fair and square, 


100 YEARS OF BASEBALL 


.YOU'VE DONE 
\ _ / WHV-UM-WELL,! 


A GOOD JOB ON \ / CAN'T TAKE NO MOKlEY 
TH' VARD! NOW, H -AH-UH-/VW MOTHER'LL 
MOW MUCH DOM BE AROUND TO 


PER MY WORK-MM-P 
SHE'LL EXPLAIN 


HANDS'OPP 


OUR BOARDING HOUSE 
with 
MAJOR HOOPLE 


T=IRSTYOU L^VAWAKE 


WIGHTS TRYlKJG To 


'TMIM1A UP SOME WAV 


- «TO SHAKE UNJCUe 
BKUMO OPF VOUK 
HOOK^ AND WOW YOU 
CAKIT SLEEP' POFZ. 


THIMKIWa ABOUT THE 


BIS QOLP T=ISH THAT 


aOT.AWAV/ 


rQ 


O 


CONFOUND IT, WOMA\N ( MY 


PWTH IN HUMANITY IS SHA.KEW 


tTO "THE BONE/v—~ WMP ~~ A\Y 
OWN "FLESH A.NC? SLOOD DEMYlNO 
ME AUDIEMC.E: TO MAKE- AvMENJC?S 
•FORJXN UWJNTENTIONAL WRONiS—- 
"FUPF; pUpF'_r x GET GOOSE PIMPLES 
EVERY TIME 1. TWIKIK THAT, HAD 
OUR' WELCOME BEGN OF- A 
DIFFEREN.T-SORT, i WOULO HAVE 


•FALLEN 


UNCLE 
BRUNO'S 
MILLIONS' 


\QSt 


2.-JZ.5"' 


BOOTS AND HER BUDDIES 
Catching Up on News 
BY EDGAR MARTIN 


CWsV^Ct TO (St\ A 


' • - 
^NVD OOT-/- 


MYRA NORTH, SPECIAL NURSE 


iijOCliED 
IKJ THE 


TOP 


FLOOR. 
LIMEW 
C2DOM; 
MYEA 
TRIES 


TOTHIUK 
OF SOME 


~Hr. 


1TH 
12 


IT'S BEGIMMIM6 TO LOOK AS IF 
THAT LAUMDR.V LIFT OFFERS 
THE OWLV POSSIBLE CHAMCE - 
I WOMOECZ.-- 


IT'S JUST LARGE EWOUGH TO 
HOLD A PER.5OM DDUBLED OVER 
X\MD YET UKSA COULDM'T BE 
CARELESS EMOUGH TO OVEti 


LOOK T//AT POSSIBILITY' 


Now, What? 


THATI 


DAS! 


' 
' /-»!= 


THEM 


MYKA 
CARE- 
FULLY 
GOES 
OVER 


HEBE ARE SOME BAXJ- 


DASES AKJD...A BOTTLE 


OF IODINE/NOW 


AW IDEA! 


INCH 
OF THE 
ROOM 


BY RAY THOMPSON AND CHARLES COLL 


MEANWHILE., oursiom THE: CHKUUESTATE- 
JACK SPIES A 7KUCH ABOUT TOTUR^J IV- 


TO THE- SERV/Cm EAJTIZWCE... 


WASH TUBBS 
No, He's Not 
BY ROY CRANE 


OFALLTHHJGS! WASH CALLED/ HUtA 
AMD BROXE DUG DATE. HE /IT'S ABOUT 
H( VA, HOMEV! WA'bH \S STUCK AT THE 
OFF\CE... I THOUGHTMAVBE VOU'D UVCE 


TAKE IW A (AOVIE- 


FRECKLES AND HIS FRIENDS 
The Band Is Worried 
BY MERRILL BLOSSER 


LjSTfeN , GANG 


X GOT ANl IDEA / A 
BEAUTIFUL IDEA — 
ITS so BEAUTIFUL, 
IF IT HAD LEGS IT- 
COULD POSE FDR, 
STOCKIN6 ADS 
IT IS- 


Me USED TO SPEND 
His MONEY FOR v BUZZ" 
GOODWIN SWINB RECORDINGS 
— NOW HE'S GONE IN FOR 


STRAZINSKI'S MUSIC' 


OH, HE'S SOME 


LOWS —HAIRED 
<3UY WHO PLAYS 
THE PIANO- HET 
PLAYS OPUSES, 
CONCERTOS AMD 
ALL TM AT LONG — 
UNDERWEAR. 
STUFF/ 


CLASSICAL. MUSIC / 


BAND 


HASMT 
HAD A 
JOB SINCE 
FRECK 
TOOK UP 


CLASSICS I 


COPR. 1939 BY NEA SERVICE. 


Y. M. REO. U. S. PAT. Oft 


ALLEY OOP 


MOVE'S MXIM& DREAM 
OF A HOMEYMOOU AT 
SEA IS TAKIM& OM 
ALL THE ASPECTS OF 
A KlIGHTMARE.... 


The Course of True Love 
BY V. T. HAMLIN 


, 
WAVIGATIOKJ AMD AM 
EMCOUWTE.PLWITH A 
>SEA MOWSTER. Vk/HlCH 
COST FCX3ZY THEIC2. 


WHAT ARE WE &OIM&-raN;VEJ?) 
/ 
M T UCKE 


DO? AMD LOOKATTHOSE) 
- ITHIMK 


AWFUL STORM CLOUDS '/ WEBBE I CAM 


^ 
j^X/AAUEUWPD Tun 


OH:THERE GOESTH 
MAST—AMD OUR. 


SAIL WITH (T/ 
D LOOVCATTHOS 
STORM CLOUDS. 


jr—' 


No. 19—First Scandal 
History of the National Game Told in Sketches by Art Krenz 


SSte IS* hS!?"" f° Pr7ent if' W®''W 'Delved JSSf 
nn>iic faith began to waver, ft become evic" 
' 


CHAR&EO 


SELLIN& OUT you/? 


AND 7tJ£ PUBLIC 


Louisville wos the first club to 
grapple with the evil. Charged 
with selling gomes were James 
A. Devlin, o star pitcher, A. H. 
Nichols, William H. Craver, 
and George Ho!l. 


The four players were expelled from baseball and never reinstated, 
although great pressure was brought to bear at times in their behalf. 
This precedent was followed in the Chicago Black Sox and other 


che<*ed dishonest boll ploying. 


The Louisville affair wos im- 
portant in its future bearing on 
the league ond game. The 
firmness of the league heads 
restored public confidence in 
the honesty of baseball. -. 


NEXT: Early Baseball Wars. 


CABINET OFFICIAL 


HORIZONTAL 
I, 6 Newly 


appointed 
"U. S. secretary 
of commerce. 


13 Small stool. 
15 To profane. 
17 To vex. 
18 Orchid 


tubers. 


20 King of 


beasts. 


21 Before. 
22 Motors. 
24 Ship's record. 
25 Form of 


"me." 


26 Blood money. 
27 Noun termi- 


nation. 


29 Note in scale. 
30 Silkworm. * " 
31 Scepter. 
33 Most modern. 
34 Vocal sound. 
35 To dine. 
36 Distinctive 
theory. 


37 Alleged 


force. 


3.9 Russian 


Answer to Previous Puzzle 


village. 


41 Court. 
42 Compass 
point. 


43 Pitcher. 
45 He is a 


executive. 


49 Barley 


spikelet. '•" 


50 To fly. 
52 Sour plum. 
53 To flutter. 
54 Deems. 
57 He was ad- 


ministrator 


of 
-. 


60 Component. 
61 Rebates. 


VERTICAL 
1 Hirsute. 
2 Capable. 
3 Fish eggs. 
.4 Railroad. 
5'Favoring both 


sides. 


•7 Kiln. 
8 Smoking 


device. 


9 Chinese ' 


measure. 


10 Sick. 
11 Spike. 
12 Backless 


chair. 


13 He dispersed 


• 
sums ot 


money. 


14 Label. 
1C Betrothal. 
19 Weight. 
r22 Controversial. 
23 Useful office, 
26 Rich part 


of milk. 


28To perch. 
30 Female sheep. 
32 Not bright. 
38 To drivel. 
40 Sun god. 
42 Fast. 
44 Back of neck. 
46 Nuisance. 
47 Form of "be.« 
48 Whirr. 
49 Oh the lee. 
51 Brink. 
53 White lie. 
55 New England- 
56 Half an em 
58 Each. 
59 Pound. 


THIS CURIOUS WORLD 
By William 
Ferguson 


AUTO/VNOSICjE 


DESIGN EED 
TO KEEP 


WHEN AAEET7NG 
IT ONI THE: 


KMOWNI >AS THE 


AAOST 


DANGEROUS SNAKES? 


OF- /\1_L_ 


TO 


ANSWER: A "wind rose." It is a diagram used by meteorolo- 


gists to show, for a given place, the relative frequency of winds 
from different directions. 


NEXT: Who were the first milliners? 


Don't worry, buddy—your wife thinks youlre horneT 


READ TRIBUNE WANT ADS 


Saturday, February 25, 19:59. 
Wisconsin Rapids Daily Trfbun* 
Page Nine 


TO THE PEOPLE, FOR THE PEOPLE; BY THE PEOPLE-TRIBUNE WANT-ADS 


CLASSIFIED ADVKKT1SING 


HATES. KKQU1KBM KNTS 


I'HONE 10 


Daily rate per line for consecutive 
insertions: 


One 


• time 


2 lines —30c 
3 lines 
35c 


4 lines —50c 
5 lines 
OOc 


Two Three Six 
times times times 
50c 
GOc SI. 00 


65c 
85c 
1.11 


85c 
1.C8 
1.92 
2.40 


Automotive 


10. Auto Accessories For Sale 


1.10 
1.35 


One month or more, per line, 


per day 
6c 


Minimum charge 30c. Five aver- 


age words to the line. Advertising 
ordered 
for 
irregular 
insertion? 


takes the ore-time rate. No ad 'ac- 
cepted for less than 2-line basis. 


Want Ads must be at the Tribune 


office by 9:30 a. m. of the day on 
which publication is desired. 


Cancellations made after 0:30 a 


m. cannot take effect until follow- 
ing day. When phoning be sure to 
ask for classified department. 


The 
\Vant Ad department 
re- 


serves the .right to edit or reject 
any advertising copy received. Re- 
sponsible for only one incorrect in- 
sertion of an ad. 
A service charge of 15c will be 


added to cost of all ads that are 
not paid for by the last day of m- 


GET THE MOST FOR 


YOUR MONEY! 


Let us Vulcanize and repair your 


Tires. The best workmanship and 
service, yet it costs you no more. 


WORLUND TIRE SHOP 
. 


i 331 'Johnson St. 


Business Service 


14. Barbers—Beauty Parlors 


THE BEST IS NONE TOO GOOD 
FOR YOU—Visit MILADY'S Regu- 
larly. Phone 1217. 


15. Business Service Offered 


Parcel Delivery 


FISCHER'S CYCLE SHOP. 


Phone 361 


sertion. 


Cash must accompany 


Ads ordered by mail. 


Announcements 


16. Building and Contracting 


all Want 


4. Societies and Lodges 
^ 


DeMOLAY ATTENTION 


The regular meeting of Wis. Rap- 


ids Chapter order of DeMolay has 
been changed from Tuesday, 
Feb. 


28th to Thursday, March 2nd. There 
will be practice in Initiatory degree. 
All are urged to attend this meet- 


ELECTRICAL CONTRACTING 
Fixtures—Appliances—Repairs 


CAREY ELECTRIC 


llth Ave. So. 
Phone 264 


23. Photographers 


—Think of those who would cherish 
a fine portrait of you, then Tel. 814 


KLUN STUDIO 


There's Money In Chicks 


fly 


For Those Who 


ADVERTISE ON THE 


WANT-AD PAGE 


Our Chick and Chick Raising Supplies Classification is 
the clearing house for everyone interested in chick 
raising. 


READ CLASSIFICATION 45 


Advertise the things you wish to sell, or for the 
things you wish to buy! 
You Reach Over 6500 Homes Daily 


Farm Auction Calendar 
FARMERS — List 
your auction 


in this space. Write, call or phone 
Advertising Dept. Tribune. Phone- 
10. 


FARM AUCTION on the J. F. Russ 
farm 4 miles east on Hy. 13 & I3,i 
No. of Pittsville, 5Vi mi. S. W. of 
Vesper & 7Vj 
mi. so. 
of Arpin. 


WEDNESDAY, Mar. 1st. All house- 
hold goods, horses, 
cattle, 
brood 


ow, chickens, farm machinery, hay. 
. F. Russ, owner. J. V. Smith, auct. 


ing. 
Harlan Clark, Scribe. 


5. Special Notice 


PIANO & PIANO-ACCORDION 


INSTRUCTIONS 


LAURA DAMITZ, Tel. 1108J 


' Automotive 


8. Automobiles For Sale 


26. Repairing and Refinishing 


—Phone 794 — L E M L E Y MAT- 
TRESS 
REBUILDING CO. 1941 


Wickham Ave., Wis. Rapids. 


New Style Tavannes watches. 


At Germann's Only. 


Employment 


30. Help Wanted—Male 


—'36 DODGE DELUXE COACH for 
sale. Phone 562W. 
SEE What little money 
vvdll buy this -week-end! 
'31 Chevrolet convertible coupe, §99 
'29 Chevrolet 4 door sedan 
$39 


'29 Buick 2 door sedan 
S45 


'27 Buick sedan 
$35 


'30 Oldsmobile 2 door 
?66 


'30 Pontiac sedan 
$66 


'29 Dodge sedan 
$49 


'28 Chrysler sedan __ 
§30 


WARS1NSKE 


The Sadest Words 


"Too 
Late" 


It'll soon be too late to take ad- 


vantage of our February sensation- 
al cut prices— 


COME THIS WEEK! 


'37 Chrysler 4 dr. Trg. sedan, ov- 


erdrive, heater, radio. 


HURRY for this one. 


'37 Ford coupe, (thrifty 60), §375 
'37 Dodge coupe, heater, spotlight, 


$475 
'36 Plymouth delx. sedan, heater, 


$400 
'35 Plymouth delx. sedan, $350 
'35 Plymouth 4 dr. trg. 
sedan, 


heater, $3S5 
SCHILL MOTOR 


CO. 


—Wanted man for 
farm 
work. 


Phone 10F11, Nekoosa. 


36. Salesman and Agents 


MAN WANTED in this locality as 
direct representative of well known 
oil company. 
Sell small town and 


farm trade on easy credit terms. 
Man over thirty preferred. Experi- 
ence not necessary. Immediate steady 
income for man with car. Write P. 
T. Webster, 564 Standard Building 
Cleveland, Ohio. 


37. Work Wanted—Female 


—Girl 17 wants work after school 
Saturdays. Write Box 104 Tribune. 


Financial 


40 Money to Loan 


FIRST 


Quality Cars 


Really reconditioned and bearing 


a guarantee without strings. 


1938 Ford 60 h. p. coach. A real 


car for economy. Hotor all overhaul- 
ed, very clean upholstery, all steel 
body, heater and defroster, $525.00 


1936 Chev. coach 
with 
heater, 


good tires. This car is very clean, 
$375.00 


1935 Dodge sedan. New paint job 


good tires, a real buy, $325.00 


1935 Plymouth DX coupe, 
very 


clean inside and out, $330.00 


We have the car at a price 


you can afford to pay. 
DAWE-BEVINS 


Ford—Lincoln Zephyr—Mercury 


Auto & Truck Loans 


1933 and Newer Models 


SEE G. W. JOHNSON SATURDAY 


AND MONDAY 


711 3rd St. So. Tel. 189 


41. Wanted to Borrow 


Vlerchandise 


51. Farm Implements 


Merchandise 


56. Radios-Musical Goods. 


Four Used 


CREAM SEPARATORS 


In good condition. CHEAP. 


LaVIGNE HARDWARE & IMP. Co. 


52. Fuel, Feed and Fertilizer 


—Hard maple wood $2.50 cord. Fer- 
tilizer, $1.00 a yd. Also hay SS.OO 
ton. All delivered. Tel. 540. 


Tame hay in barn, 
also 
green 


wood per cord $2.00. Frank Kolo- 
jeski, Rt. 2, City. 


RADIO REPAIRING $1-00 (parts 
extra). USED 
RADIOS( 
$3 up 


Scott's Radio Shop, 1420 Bonow Av 
(Siegel road) Tel. S33M. 


57. Specials at the Stores 


53. Furs, Hides, Junk 


HIGHEST 
PRICES 
PAID 
FOR 


Hides, Furs and Junk. 


R. BOCANER & CO. 


RAGS—METAL—HIDES—FURS 


Highest market prices paid. 
FRANK CAREER CO. 


See the New "Maytag" 


ELECTRIC LIGHT PLANT 
110 volt, 60 cy., A. C. and 6 vol 


D. C. 


Now you can have electric light 


in your home and charge your stor 
age batteries as well, for only $69.5 
Complete Stock of Belt 


For all makes of refrigerators 


washing machines, etc. 
GUARANTEE 
HARDWARE 


CO. 


58. Typewriters and Supplies 


54. Household Goods 


—Heatrola, for coal or wood. Good 
cond. Reasonable. Phone 1116M. 
FOR 
SALE—Complete household 


furnishings. 141 15th Ave. South. 


—Wanted to borrow $2500 to $3500 
on A-l security, SOON. What have 
you to offer? Write Box 37, Tribune. 


Livestock 


42. Livestock Notice—Auction 


WOOD CO. CENTRAL SHIPPING 
ASOC. Shipping every Tuesday. 
CARL VEHRS, 
Nekoosa. Phone 


10F21. 


44. Horses, Cattle, Other Stock 


-—One Chester white boar, 5 mo. old. 
Wm. Tenpas, Vesper, Rt~ 1. 


HORSES, just received load, mares, 
colts, matched teams. 
30 head on 


hand. FELS RACE PARK. 


HORSES, MARES IN FOAL. Good 
farm chunks. 4 miles So. E. of Ru- 
dolph, Russell Bell. 


HOUSEHOLD 
GOODS, 
LOWER 


PRICES, furniture repairing, picture 
framing. We deliver. KREUTZER 
BROS. Tel. 899. 


HURRY!HURRY! 


Only a few days left to take 
advantage of our Big Febru- 
ary Used Furniture Clearance. 


EXTRA SPECIAL—Walnut China 


Cabinet. Just like new. 
Sold for 


$39.50, February 
clearance 
price, 


$19.95 


3 burner 
kerosene range 
with 


built-in oven. In A-l condition. A big 
bargain at $12 
Many other 


FOR YOUR OFFICE SUPPLIE 
Typewriters, Adding Machines, Cas 
Registers, trade and save at WAL 
LOCH'S TYPEWRITER EX. AN~ 
OFFICE SUPPLIES. 
Tel. 1323W. 


'eople's State 
lerk. 


Bank of Pittsville, 


ARM AUCTION, 2 miles south of 
Rudolph on the 
Earl 
Baughman 


arm. FRIDAY, MARCH 3RD, at 1 


m. Cattle, horses, hogs, chickens, 


arm machinery and some household 
foods. Wm. G. Larry, owner. John 
'enpas, auct. Louis Joosten, clerk. 


New Books at 


the Library 


AUCTION SALE on the Andrew 
dosher Farm, located 6 miles S. E. 


TUESDAY, 


m. All live- 


f 
Wis. 
Rapids, 


4ARCH 7th, at 1 p. 
itock and farm machinery. Usual 
erms. Andrew Mosher, owner. Jno. 
Tenpas, Auct., Louis Joosten, Clerk. 


Legals 


Feb. 18-2,-. 


NOTICE OF SALE 


Of Unclaimed Property by 


:MCRKO and North Western Railway Co. 
TO WHOM IT MAY COXCKRX: 
TAKI3 NOTICE that the undersigned. 
Chicago and 
North Western 
Railway 


Company, Charles P. Megan, Trustee, 
A ill offer for sale at public auction at 
(s freight depot in the city of Wiscon- 
sin Rapids. Wood Countv, Wisconsin, on 
March H, 10:;0, at 11:OO o'clock in 
the 


forenoon, the following described pro- 
icriy to satisfy its 
Treight and storage 
. amounting 
to ¥10.82 us of January 9, 1030: 
Five cartons of books. 
" 
Consignor: W. II. round. 
Consignee: Mrs. Ward II. Pound. 
Pated at Milwaukee. Wisconsin, this 
1-UU day of February, 1!K:0 


CHICAGO AND NORTH WEKT- 
KHN RAILWAY C O M P A N Y , 
CHARLES P. MEGAN, Trustee. 
P.yJ. F. Baker-Lewely Cole 
Its Attornejs. 


Feb 11-1S 2:>. 


NOTICE OF HEARING OX FINAL 
SET- 


TXKMENT AND DETERMINATING OF 


INHERITANCE TAX 
State of 
Wisconsin, 
Wood County. 


In tile Matter of the Estate nf Medora 
Corey (also written Mrs. J. 1£. Coreyj, 
Deceased. 
Notice is hereby given that at a term 


of said Court to be held on Tuesdav, the 
7th day of March, ITO, at 10 o'clock in 
the forenoon of said day, at the Court 
House in the City of Wisconsin Rapids, 
in said County, there will be heard and 
considered: 
The application of Sila* G. Corey, ex- 
ecutor of the estate of said Medora Cor- 
ey, deceased, late of the City of Wis- 
consin Rapids, In said County, for the 
examination and allowance of his final 
account, which account Is now on file in 
said Court, and for the allowance of 
debts or claims paid in good faith with- 
out filing or allowance ns required by 
law, and for the assignment of the res- 
idue of the estate of sold deceased to 
such persons as are by lau 
entitled 


thereto; and for the determination and 
adjudication of the inheritance tax, if 
any, pavable in said estate. 
Dated February 10. 3930. 


By Order of the Court. 
Frank W. Calkins, Judge- 
John Roberts, Attorner- 


The Honorable Uncle Lancy by 


Ethel Hueston—A senator's wife 
brings her three orpharied nieces— 
lovely young #irls 
of 
debutante 


age, the daughters of a Iowa min- 
ister—to 
Washington, whereupon 


she enlists them in the campaign 
to re-elect her husband. 
A jolly 


story in which politics and love 
are entertainingly mixed. 


Sons 
of 
the 
Swordmaker 
by 


Maurice Walsh—The story of the 
sons of Orugh, a mighty sword- 
maker in ancient Ireland, and the 
adventures that befell them when 
they took up the challenge of Fer- 
gus. 
For readers who like adven- 


ture novels with a setting of folk- 
lore and history. 


So Free We Seem by Helen Todd 


—A pioneer story of the Middle 
West. Against the wishes of her 
family, Ann Wingate is married to 
one of the shiftless, wandering Or- 
mandy sons, and went to Missouri. 
Her love for him and her faith 
never faltered, though his restless 
spirit drove him on a search for 
adventure, and she was left to 
bring up her family alone. 


Sound of Rowlocks by Wilbur 


Steele—When Humbert 
and Gay 


followed Beal out of his hunting 
cabin the morning Beal was mur- 
dered, the sound of rowlocks seem- 
ed to be the only clue. Three men 
are falsely accused, but the dod- 
dering old town marshal! of Isle 
Haven, Caleb Coffin, actually finds 
one of the men wanted for the 
murder and sets the efficient police 
straight about the guns which solve 
the mystery. 


How to Be Your Own Decorator 


by Helen Koues—The director of 
the Good Housekeeping Studio, and 
author 
of 
"On 
Decorating 
the 


House" has prepared this compre- 
hensive, simply written course for 
the woman who feels 
that_ 
she 


could be her own decorator if she 
only knew how to start. 
Illus- 


trated with 
hundreds of photo- 


Cuunty 
Court, graphs, drawings, floor plans and 


plates in full color. 


• McKENNEY ON BRIDGE 


Even 'Safe' Double May Backfire 
When Declarer Maneuvers Cross Ruff 


BY WM. E. McKENNEY 


Secretary, American Contract 


Bridge League 


North thought 
that his double 


would bring 
in a rich 
harvest. 


With a partner who had opened 
the bidding, and two, perhaps more 
tricks in the adverse trump suit, 
he felt that he must take action at 
once. However, the result was more 
satisfactory to the declarer, Robert 
Chatkin of Brooklyn. 
Chatkin is 


lien therefor for 


A K 1 0 8 


A Q 9 8 
10742 


V 1 0 5 4 3 2 
A A 
V K J 76 


A J 9 6 
K J83 


* A Q 7 2 


Duplicate—Both vul. 


South 
West 
North 
East 


1A 
Double Redouble 2V 


3 ^ 
3V 
Double __ Pass 


Opener—& 6. 
» 25 


monds in his own hand and two 
spades in dummy. At the eighth 
trick he led a club towards dum- 
my's king. 
South played the -ace 


and led a fourth spade. 
Dummy 


discarded a club, and North could, 
not prevent declarer from winning 
the two tricks needed for his con- 
tract. A club. discard would allow 
East to take the spade queen, then 
a club lead would force North to 
win and lead trumps up to dum- 
my's king. Actually, North ruffed, 
but now 
both of dummy's kings 


were sure to win tricks. 


defending holder of the Eastern 
pair championship, which will be 
held this year at the Hotel New 
Yorker, New York, the week of 
Feb. 26, and is the oldest contract 
pair championship in the country. 


Chatkin started by cashing the 


ace of spades "and ace of diamonds 
in dummy, then ruffed three dia- 


Contract Problem 


(Solution in next issue) 


South bid one heart. North 


two clubs, East two spades. 
South three clubs, West dou- 
bled. 
North made it three 


hearts and South went on to 
four 
hearts. 
Should 
West 


double four hearts? 


•A 87 


V Q 9 7 4 
* AQ103 


Rubber—N. and S.'.vuL a- 
Opener—& A.. 
25 


Flashes of Life 


That's My Story by 
Douglas 


Corrigan—The short autobiography 
of this young aviator is honiest, 
naive, and slangy. He tells in mat- 
ter-of-fact fashion of hard work 
that began with selling papers at 
nine, allowed only a grade school 


High Point, N. C., Feb. 25— (IP) 


—Two tailors made a pair of trous- 
ers so large both could get into them 
at the same time. 


They did—and had their picture 


taken in triumph. 


But the customer wouldn't accept 


the trousers. The 66-inch waist was 
too tight. 


Trinity, Tex., Feb. 2o— (&) — 


education, and, after years of odd Fire^broke up the silver jubUee eel- 
jobs as mechanic and barnstormer, 
'- — ••--— * ^ 
.,-4.™. 


won him a transport license at 22. 


Costume11 jewelry for all occasions. 


Germann's Jewelry store. 


Real Estate for Rent 


62. Houses, Flats, Rooms 


MODERN APT. furnished & heated. 
First floor. Garage. Phone 1533J. 


—One 2 rm. and one 3 room apt. 
with bath. 521 8th St. No. 


wonderful 
bar- 


A MESSAGE 
To New and Used 


Car Buyers 


SAVE UP TO % ON 
FINANCE CHARGES 


We 
have 
reduced 
finance 


charges on all new and late 
model Used Cars for the bal- 
ance of this month.and March. 


TAKE ADVANTAGE OF THIS OP- 
PORTUNITY TO SAVE MONEY 
DURING FEBRUARY & MARCH. 
Compare finance rates before 


you buy any make of car. 


We Finance Our Own 
The deal remains in pur hands 


from start to finish. 


NO OUTSIDE INVESTIGA- 
TION- 
NO EMPLOYERS CALLED— 


- ALL 
LOANS 
CONFIDEN- 


TIAL. 


Fine used cars and 


trucks to choose from. 


BIG DISCOUNT IF YOU HAVE 


NO TRADE-IN 


A Safe Place to Buy! 


BETHKE 


CHEVROLET CO. 
Oldsmobile 6's and 8's • 


Official AAA Garage 


OPEN ALL DAY SUNDAY 


46. Wanted—Livestock 


87 
87 


BEST PRICES PAID FOR BEEF 
CATTLE—We buy, sell or trade 
stock of all kinds. BENDER FARM 
on Hy. 13, west of Viaduct. 


—Wanted cattle, calves, hogs. 
F. 


Snodgrass. Tel. 3702F or Box 72. 


—Will pay 
]/2C to Ic below Milwau- 


kee mkt. prices for calves, cattle, 
hogs. H. C. Bring, Arpin, Tel. 3706. 


gams. 


BE SURE TO COME! 


Wisconsin Rapids 


Furniture Co. 


1939 IS ANOTHER 


BIG G. E. YEAR 


The remarkable acceptance of the 


1939 General Electric 
Refrigerator, 


since receiving our recent shipment 
of a solid carload has left us with 
quite a number of trade-ins . . . 
These refrigerators have all been re- 
conditioned and are now offered in 


A BIG MONTH-END 


CLEARANCE 


We must move them NOW to en- 


able us to accept further trade-ins. 
Going at way below their value for 
quick sale. 
* 


Copeland—Frigidaire 
Kelvinator—Grunow 
Majestic—Sanitary 


All sold with a guarantee. 
COME TOMORROW, while you 


lave a large selection to choose 
jrom. 


EASY TERMS—FULL TRADE- 


IN allowance on a new G. E. within 
a year. 


THE DALY MUSIC CO. 


—4 rooms & bath, 2nd floor. All pri- 
vate. 830 Oak St. 


—3 room upstairs apt. or 5 room 
downstairs apt. for rent. Tel. 1131W 


—Xewly dec. 4 rm. apt. stove heat, 
garden, 341 9th St. So. 


—Modem 
furn. 
Apt. 
with elec. 


stove, Refr. & Garage. Tel. 924M. 


STRICTLY MODERN APT. Glaus- 
sen Apts. 321 3rd St. So. 


—Nice 3 room apt. 
with 
private 


bath. Phone 132. 


—Upstairs Apt. Modern except heat. 
Wired for electric stove. Private en- 
trance, 551 10th Ave. So. 


Merchandise 


48. Shrubs, Plants, Seeds, Flowers 


Cheer up your home with 


Fresh Fragrant 


FLOWERS 


Cut flowers and blooming plants 


at very reasonable prices. 


Come to our Greenhouse or Phone 


25. 


EBSEN — FLORIST 


49. Building Materials 


FOR SALE—-75,000 ft. lumber 2x4, 
2x6, 2x8, 2x10, 2x12. Plain sheeting, 
shiplap, dressed and matched. 
8x8, 


6x6, 6x12 timbers. 
Siding, brick, 


blinds, one 5x7, one 4x8 windows. 
One 40x40 grain 
warehouse. H. 


ZELLMER & SONS, 
New Rome 


.Wis. 


56. Radios-Musical Goods. 


CLEARANCE SALE 


USED PIANOS 


All reconditioned and guaran- 


teed to be satisfactory. 
Come In Tomorrow 
While Selection Is Large. 


NO OBLIGATION 


Sterling 
$15 


Hazelton Bros. 
$25 


Russell 
$35 


—2 large sleeping rooms, hot wat- 
er, steam heat, bath. 231 2nd St. So. 
Phone 1621W. 


The Ramparts We Watch, by 


George Fielding Eliot—A dispas- 
sionate examination, by a military 
man, of the adequacy of our na- 
tional defenses, and a plea for pre- 
paredness in the form of a large 
navy and a small, mobile army. He 
minimizes the danger from attack 
bv air, but emphasizes the weak- 
ness of our coast defenses, mer- 
chant marine and navy. 
Written 


for the layman, the book is non- 
technical and persuasive. 


ebration of the volunteer fire depart- 
ment. 


Just as speakers concluded prais- 


ing the volunteers, a blaze started a 
block away. 


The firemen quenched it in rec- 


ord time and sped back to the frolic. 


Negotiate for Peace 


in Frisco Labor War 


San Francisco, 
Feb. 
25—( 


Feb. 27. 


STAXJE Oi' WISCONSIN*, COUNTY OK 


AVOOD—SS 
I .T. A. RchlndkT. the rtulj- elected, 


qualified and aetius Couuty dork, in and 
"or Wood 
County. Wis-consin, 
hereby 


certify tlint the tollot\ ing it a rrtic and 
correct copv of Koholulion >To. 1" adopt- 
ed tiy the \Vood County Bonrd ot Super- 
visors nt their meeting held on the 10th 
Gay of January, lOH!). 
Kcsolution Xo. 13 


"WTIEKEAS, the town board of the 
town of Cranmoor has submitted ap- 
- 
. 
proval of a proposed amonanieut to the | Peace-making machinery went into 
•\Vood County zonins ordinance in ho far 
_t;_ ^j.,,. ;„ aT, nrrpmnt to end 
ns the same effects tho Iniul.i in said 
town, in accordance with and aa pro- 
vided by section .jfl.DT of the Wibconfcin 
statutes; now therefore, 


i!]-3 ]T HKSOljVEl), that the above 
mentioned amendment, approved by the 
town board of the town of Cranmoor, be 
and the same in hereby euactod, to be- 
coino etftctive in the town of Craumoor. 


BK IT FI'RTHEK KKSOLYKD. that 
the county clerk upon publication of said 
anundment to the zoning ordinance, he 
ami i* hereby directed to file a certl- 
rted copy of said amendment, 
the accompiuiiiue 
map 
inuile 
part 
<ai 
thereof, in the office of the Kegibtcr of 
Deeds of Wood County. 
(.Signed) County 
Laud and Forestry 


Committee. 
]!y Jos. 1'. Soldi, Chairman. 
Itoy C. Luber. 
<r. \V. Brown. 
Dated at Wisconsin Kapids. Wisconsin, 
this Ultli day of February, 1039. 


.T. A. Schiiidler, 
Couuty Clerk. 
This pertains to lands described as 
sections 10-17-^0-20 and :!0, Township '2'2 
North, ItnnKC -I Enst, sections 1-1M1 and 
14, Township 21 North, Range -1 East, 
and sections lh-10-.".0 and .'Jl, Township 
L"J North, Kanco T< Kast as petitioned for 
by the Tot\u ot Cranmoor in November, 


—Small house, garage and garden, 
also 
3 rom apt. 
first floor. 954 


First St. No. 


—Furnished 3 room apt. or single 
room with kitchenette. Heat, light, 
water furnished. Phone 350. 


—Modern residential 4 room 
apt. 


Hot water heat, gas range, garage. 
Close in. Call 592M. 


Bluebird Diamonds Assure you of 


the best. At Germann's Only. 


Real Estate for Sale 


72. Lots For Sale 


—2 lots on east side. Water & sew- 
er. Phone 1511 for information. 


74. To Exchange Real Estate 


Will trade fully culti- 
vated 1 20 acre farm in 
town of Hanson 
for 


Wis. Rapids city prop- 
erty. Write Box 45, 
Tribune. 


Wayne 
$50 


Webb 
$55 


Hampton 
$60 


Kingsbury 
I 
$65 


Story & Clark 
$75 


Booth 
$75 


Stark 
$95, 


Weiller 
$95' 


"Baus" riayer Piano with 25 rolls «TAKE THAT AD OUT" THAT'S 


Jrd,T^?£h* ^Lne,c°nditi£2' only$65 what a property owner has just 
TERMS—$0 down, $3 per MO. pnoned. He ran a for rent ad in this 


Free Bench and Delivery 
section and was swamped with in 


THE DALY MUSIC CO. 
quirics. 


Feb. 27. 


STATE Of 
•HI-.CONSIX. COCXTI OJf 


A\OO1>—S.S 
I, J. A. Schlndlcr, the duly elected, 


niialitiPd and acting County Clerk, m and 
for Wood 
Count}, Wisconsin, hereby 


certify that the lollowluK is a true and 
correct copy of Resolution No. 14 adopt- 
ed by the Wood Comity Hoard of Su- 
pervisors at their meeting held on the 
10th day of .Tnnuary, IfO. 
Kcholutlon No. 14 


WHEREAS, the town board of the 


_o\vn of 1'ort Edwards lias biibmltted ap- 
irovnl of a proposed amendment to the 
Wood County zoning ordinance in so far 
is the same affects the lands in said 
:own, in accordance with and as provirt- 
,-d by section 09.97 of the Wisconsin 
statutes; now therefore, 
B13 IT RKSOLiVED, thnt the above 


mentioned amendment, approved by the 
town board of the town of Tort Kd- 
wards, be and tho same is hereby enact- 
ed, to become effective In the town of 
?ort: Edwards. 
BE IT FURTHER RESOLVED, that 


the county clerk upon publication of said 
amendment to the zoning ordinance, be 
ind is hereby directed to file a certified 
copy of said amendment, Including the 
iccompanying map made a part thereof, 
n the office of the register ot deeds of 
Wood County. 
(Signed.) County Land and Forestry 


Committee. 
By Jos. P. Soldi, Chairman, 
Roy C. Linbor, 
G. W. Bro\\n^ 
Paled at Wisconsin Rapids. Wisconsin, 
this -Ith day of February, 1039. 
J. A. Schlndler, 
County Clerk. 
Tbls pertains to nil lands situntert 


within the boundaries of tho Town of 
Tort Edwards, Wood County, Wis., as 
petitioned for by the Town of Pore td- 
wards in November, 1938. 


Weather Outlook 


Chicago, Feb. 25—(7P)—Weather 


outlook for the period of Feb. 27 to 
March 4: 


Great Lakes: Frequent precipita- 


tion; temperature near normal. 


Upper Mississippi and lower Mis 


souri valleys; frequent precipitation 
in north, generally fair in south 
temperatures 
near 
to somewha 


above normal. 


Northern and c e n t r a l grea 


plains: Generally fair weather; tern 
pcraturcs mostly above normal. 


ction today in an attempt to end 
romptly a dispute which has tied 
p the bay cities' waterfronts and 
wept San Francisco with apprehen- 
ion over the effect on the world's 


Mayor Angelo J. Rossi, persuaded 
cpresentatives of the Dock Check- 
rs Employers association and the 
Shipping Clerks' union to 
resume 


legotiafions broken 
off Thursday 


light, preceding the tie-up. 


The quarrel originated over stand- 


>y and overtime pay and the hiring 
f apprentices 
among 
shipping 


lerks at the Encinal terminals in 
Alameda. 


Rexburg, Idaho, Feb. 25— (IP} — 


Four years ago while Earl Nelson 
was out driving, his bay mare be- 
came ill with the colic. Released 
from harness, the horse lay down 
rolled over, groaned, jumped up anc 
galloped off down the highway. 


This week Nelson, answering an 


estray notice, found the animal im- 
pounded here. Harness marks show- 
ed someone had been working her 
since 1935. 


To Quiz Students in 
Champaign Vice Prob<S 


Champaign, 111., Feb. 25 


Five students expelled from the Uni" 
versity of Illinois for a midnight in- 
cident which ended in the death of 
a sophomore campaign were e^cpecfc- 
ed to be called as witnesses Monday 
when the grand jury resumes an in- 
quiry into vice and gambling i4 
Champaign. 


The investigation was recessed 


for the week-end after university 
officials and students appeared be- 
fore the jurors at their initial meet- 
ing yesterday. 


The expelled students accompan- 


ied William Spurrier, 20, on a beer- 
drinking party a week ago. Spur- 
rier was fatally shot when the stu- 
dents attempted to enter a Negro re- 
sort. The proprietor of the resort, 
Mrs. Margaret Strothers, has been 
charged with the slaying. 


While the grand jury met, more 


than 5,000 students massed in' Huff 
gymnasium to voice their disappro- 
val of conditions in the university 
community and to demand their eli- 
mination. 


Hold Milk Marketing 


Program Not Legal 


Albany, N. Y., Feb. 23— (-*>) — 


STcw Yoi'k dairy leaders moved hur- 
•iedly today to protect existing price 
structures, while state and federal 
officials laid plans for speedy ap- 
peals to higher courts from decis- 
ons invalidating the state's milk 
marketing program. 


United States agriculture depart- 


ment officials said at Washington 
the question of whether the federal 
marketing program could be carried 
on in the face of the adverse court 
decisions depended on the willing- 
ness of producers and handlers to 
continue on a voluntary basis and on 
possibility of rapid decisions in ap- 
peals. 


Government Files Tax 


Lien Against Torrio 


New York, Feb. 
25— (2P)— A 


$177,352 tax lien against Johnny 
Torrio, former Chicago gangster, 
was filed yesterday by the federal 
government. 


Torrio is scheduled to go on trial 


March 7 on charges of conspiracy 
and failure to file correct income 
tax returns for 1933-4-5. 


The lien, said Joseph T. Higgins, 


collector of internal revenue, repre- 
sented additional income taxes due 
for 1933-4 and original and addit- 
ional taxes for 1935. 


Wagner Urges Health 


Insurance for Labor 


Shortage Discovered 


in Funds of Village 


Manitowoc, Was., Feb. 25— (.S3)—• 


The audit of Reedsvillc village 
funds, ordered by the village board, 
was turned over to village officials 
yesterday and showed a shortage of 
$8,816.17 between April 1, 1931, and 
Nov. 19, 1938. 


Village officers said two former 


officials have returned $6,000 of the 
shortage. 


R. A. Piepenburg, villag-e presi- 


dent, declined to state what action 
wpuld be taken on the remainder. 


New York, Feb. 25—(JP)—Health 


insurance for workers, termed by 
Senator Robert F. Wagner (D-N. 
Y.) "the most important social leg- 
islation I have sponsored," will be 
introduced in congress Monday or 
Tuesday, the senator told a. meeting 
of Electrical union men last night. 


The bill, he said, would provide 


features "so the workers will have 
insurance against 
illness and for 


medical care." 


Asks $10,000 Damages 


for Hazing Injuries 


Joliet, 111., Feb. 25—'(&)—A. suit 


asking 310,000 for injuries allegedly 
suffered during a fraternity hazing 
hunt was filed in circuit- court yes- 
terday on behalf of Kenneth Loitz, 
15, of Beecher, 111. 


The complaint charged that Loita 


was taken into a woods by six stu- 
dents of the Peotone high school and 
hazed. He suffered a fractured skull, 
the bill charged. 


Named defendants in the action; 


were Orville Stadt, Meredith Reich- 
ers, Paul White, Kenneth Wehling, 
Elmer Beske and Richard Boethe* 
all of Beecher. 


STAMPS 


Friendship 


Italy Seeks "Moral 


Support" of Poland 


Warsaw, 
Feb. 25 
— Count 


Galeazzo Ciano, Italy's foreign min- 
ister, arrived today to obtain what 
diplomatic quarters described as 
Poland's "moral support for Italy's 
colonial aspirations." 


Count Ciano was welcomed at the 


station by the Polish foreign minis- 
ter, Col. Joseph Beck, whose 1938 
visit to Rome Count Ciano was re- 
paying. 


Mrs. A. D. Fuller attended a 


complimentary shower held, for her 
sister-in-law, Mrs. Andy Lewis at 
Adams on Friday afternoon. 


Mr. and Mrs. William Keefe of 


Adams accompanied Mr. and Mrs. 
Charles Tuttle and 
children 
to 


Dubuque and Davenport, Iowa for 
a few days visit. 


Otto Zika of Stevens Point vis- 


ited over the week-end with his 
parents Mr. and Mrs. Frank Zika. 


Miss Alvenne Pappe and Doug- 


las Bennett of Milwaukee visited 
over the week-end at the Hill- 
Schleitor home. 


Harold Jefferson of Oak Park, 


111., visited over the week-end with 
his parents, Mr. and Mrs. Bert 
Jefferson. 


Einer Jefferson is attending a 


forestry school at Tomahawk this 
week. 


Mr. and Mrs. Charles Brogan of 


West Bend announce the birth of 
a daughter on February 16. Mrs. 
Brogan was formerly Miss Grace 
O'Toole of'Arkdale. 


Miss Dorothy Davis visited in 


Milwaukee a few days last week. 


J.. \V. Purves has been confined 


to his home with illness the past 
week. 


Collapse of 
the 
Knickerbocker 


theater. New York City, in 1922, 
killed 98 persons. 


The Gods of the Greeks' 


AN has always hungered fo£ 


some form of cosmic support 


but the ancient Greeks probably, 
set a record, for all time with the 
number of deities peopling their 
world. 
. 
The Greek mind was brilliantly 


imaginative. Whatever an ancient 
Greek could" not understand he at- 
tributed to the gods. Thus the 
Greeks virtually dramatized the 
universe through a hierarchy of 
supreme rulers. They had a god 
corresponding to every beautiful 
and terrible sight in the world and 
there was a god for every power 
and process of nature. 
There was Terra, the earth, for 


instance, the mother of all earthly 
things. She was married to Ura- 
nus, the sky. The Greeks believed 
man was born of earth, then sat- 
urated with water and wanned to 
life by the heat o£ the .sun, pre- 
sided over by still -another deity. 
Highest god of all was Zeus who 
ruled from atop the 10,000-foot 
Mount Olympus. 
The Greek gods are portrayed 


often on stamps of modern Greece. 
such as Helios driving the sun 
chariot, Pallas Athene holding 
Pegasus, Hermes and many others. 
Iris is shown above on a current 


Greek value. Iris was a messenger 
of the goddesses, but especially 
Juno's, since she helped Juno in, 
her duties, 


The picture here, Is typical. Iria 


is usually pictured in art ax a, 
graceful maiden with beautiful 
shining wings. Poet* of ancient 
Greece wrote that the rainbow wa« 
the trail of the feet of Iris a* «h# 
ascended Olympus with a heav- 
enly message. 
{Copyright, 1939, NBA 8*rvf«*, 


Pag* Tea 
' .Wisconsin Rapids Daily Tribune 
Saturday, February 25, 1939. {- ! 


Nazi Authorities Act to Speed Up Emigration of Jews 


HITLER ATTACKS 
'GERMAN HATERS' 
AT HOME, ABROAD 


100 BERLIN JEWS TO BE 


NAMED EACH DAY FOR 
B A N I S H M E N T FROM 
COUNTRY; FUEHRER AC- 
KNOWLEDGES OPPOSI- 
TION. 


Berlin, Feb. 25— (.<£>)—The 


Berlin police authorities today 
acted to speed emigration of 
Jew_s by serving notice on the 
Jewish community of the city 
that it must furnish each day 
the names of 100 Jews who 
then will be required to leave 
the country within two weeks. 


Effective Next Week 


The order is to take effect Mon- 


day. 


Some new measure against the 


alleged enemies of the Nazi regime 
had been expected today following a 
double-barrelled attack on "German- 
haters abroad" and opponents of the 
regime at home delivered by Chan- 
cellor Hitler and his minister of pro- 
paganda, Paul Joseph Goebbels. 


Hitler spoke last night at a Mun- 


ich rally of his "old guard1' on the 
19th, anniversary of the founding of 
his Nazi movement. Goebbels' blast 
appeared in Hitler's paper, Voelkis- 
cher Beobachter. Both acknowledged 
continued opposition to the Nazis, in 
Germany. 


"Seeking" to Drive Wedge" 


"German-haters abroad 
and a 


Small clique at home are seeking to 
drive a wedge between the people 
and the leadership," Goebbels de- 
clared. 


"Even atheistic Bolshevism 
fra- 


ternizes in this with the Catholic 
church because both are enemies of 
authoritarian states." 


Threats, said Hitler, "will make 


no impression on us—should they 
ever bring the peoples to the mad- 
ness of a -war, -we shall never capit- 
ulate. The year 1918 will never be 


• repeated in German history." 


Hitler declared: "A few oppon- 


ents still remain but they ai'e dying 
out.'" 


Attacks Democracies 


Goebbels 
attacked 
democracies, 


Jews, Marxists and the church in an 
article in Hitler's newspaper Voel- 
kischer Beobachter. Hitler spoke last 
night at the annual gathering in 
Munich of 1,300 of his oldest follow- 
ers, observing the 19th anniversary 
of the formation of the Nazi party 
program. 


"When a man started from this 


place (the Munich Hofbrau 
beer 


hall) 19 years ago with only a few 
dozen comrades around him to con- 
quer the great Reich, often faced by 
howling', hostile mobs, can you im- 
agine for one moment such a man 
now holding power would quail be- 
fore threats?" Hitler said. "I never 
' -was afraid of them and am not 


now." 


Goebbels referred to Nazi colon- 


' ial demands as "Germany's natural 


ZIgiJii.5 arm uiarrieii "uiliirjialional 
Jewry, Free Masonry and Marxism" 


' entirely for an "anti-German" cam- 
paign. 


Prisoners Remove McCalTs Body 


With the Rev. Leslie Shepherd, state prison chaplain (left), following, prisoners here remove the 
body of Franklin Pierce McCall from the death house after his execution in Raiford, Fla. McCall 
•went to his death in the electric chair protesting he was innocent of the kidnap-slaying of five- 
year-old James' Bailey "Skecgie" Cash jr., and asserting he had been made a martyr, McCall was 


22, and the son of a minister. 


Hungarian Nazi 
Party Outlawed 


Federal Jury 
Tries Accused 
Russian Spies 


Los Angeles, Feb. 25—(.a5)— A 


federal jury trying Hafis Salich on 
espionage charges pondered today 
the testimony of August Vollmer, 
noted criminalist and retired Ber- 
keley, Calif., police chief, that Sal- 
ich's former fellow officers in Bcr- 
kelley "wouldn't believe him guilty 
if he admitted it himself." 


Vollmer appeared out of turn as a 


character witness for Salich short- 
ly after H. L. Stanley, an officer of 
the navy intelligence bureau at San 
Pedro, testified Salich had reported 
that Mikhail Gorin had offered him 
$3,000 or ?4,000 to steal a code book 
from the Japanese consulate here. 


Gorin, a Russian travel agent, 


and his wife, Natasha, are on trial 
with Salich, formerly employed by 
the naval intelligence bureau •work- 
ing with Stanley. 


Stanley testified that Salich told 


him a year ago that Gorin had of- 
fered him $30 to $40 a month if he 
would turn over certain information 
from the intelligence 
service files 


and asked what he thought about it 


The witness said he replied, "it 


would be plain dynamite." 


"Three or four days later," Stan- 


ley continued, "Salich told me he had 
decided it would be quite all right to 
accept Gorin's offer." 


Franz Szalasi (above) was leader 
of the Htingarist party, Hungary's 
largest party of Nazi sympathizers, 
which was smashed by the nation's 
new 
government under 
Premier 


Count Paul Tejeky. At the same 
limp, wiih 
Qp^mmtr contradiction 


Hungary 
became formally 
allied 


BOY SCOUT TROOP NEWS 


* * 
Scouting Activities of Troops in South Wood County Dis- 


trict Reported by Troop Scribes. 


TROOP 71 


First Methodist Church 


The regular meeting of Troop 


71 was held Monday evening, Feb- 
ruary 20, in the Methodist church 
basement with 11 members pres- 
ent and Scoutmaster Robert Bell in 
charge. 


The meeting was opened with 


the presentation of the flag and 
the Scout oath. 
James Sage was 


then presented with his 
tender- 


foot badge. 


Rules and regulations 
of 
the 


first aid contest were discussed, 
and "A" and "B" 
teams 
were 


chosen to represent 
the 
troops. 


Other matters also came up for 
discussion. 
Knot tying 
followec 


with a team composed 
of 
fou 


members, Reuben Timm and John 
Muehlstein taking first honors. 


An error in print in last week's 


Troop 71 news read Robert Fraz 
ier received his tenderfoot badge 
The name should have been Rob 
ert Patzer. 


Reuben Timm and 
William Manske, Scribes 


with Nazi Germany in an 


communist pact. 


anli- 


REPORT OUTLAWED POLITICAL 


ORGANIZATION BEING REOR- 
GANIZED 
AFTER 
NATION- 


WIDE RAIDS AGAINST IT. 


Budapest, Feb. 25—-(^)—Hun- 


garian political police investigated 
tips today that the Hungarist Nazi 
movement, abolished in nationwide 
raids yesterday, was re-forming to 
continue underground as an illegal 
riolitical organization. 


O\er 500 Arrested 


A question giving concern to au- 


thorities was \\hether they had 
smashed the troublesome movement, 
by raids in which more than 500 
persons were arrested, only to have 
it replaced by a more disturbing un- 
dercover activity. 


Several Hungarists had boasted 


that they did not fear being outlaw- 
ed because they already had set up 
a framework of activity outside the 
law. 


TROOP 75 


Biron 


The weekly meeting of the Biron 


Scouts «as held Monday evening 
February 20, at 7:30 at the Biron 
community hall, under the direc- 
tion of Scoutmaster Alex Perrodin 
and Assistant Scoutmaster Wood- 
row Weaver. 


The meeting opened 
with 
the 


Scout oath and pledge to the flag. 
The boys practiced for the first 
aid contest to be held in Wiscon- 
sin Rapids soon. Games were play- 
ed and the meeting closed with the 
Scout benediction. 


We plan to have a boxing tour- 


nament 
within 
our 
own troop, 


which is to be held two weeks 
from Monday, to which the parents 
are invited. 


Roger Konieczki and 
Robert Sicgler, Scribes 


• ANSWER TO 


CRANIUM CRACKER 
aai^ 


Questions on Page 2 


1. 
David plus 
harem 
equals 
David Harum. 


2. Lady Godiva minus go minus 
lady equals diva. 


3. 
Olivet 
minus 
"t" 
equals 
olive. 
' . 4. 
Louis II plus 


Louifi VIII. " 
six equals 


i,:/ 
yr< 


ANSWER TO TODAY'S LENTEN 


QUESTION 


Quartua, friend of the Apostle 
a"d resident of Corinth, is the 
, 


«wy Biblfeal personage whose name 
Begin* 
with 
the 


16:23., 
letter "Q" 


Experts at the interior ministry 


deciphered documents in code seized 
at Hungarist 
headquarters. Police 


said keys to several 
codes were 


found. 
Some confiscated sheets 


were filled with columns of numbers 
thought to be membership lists 
which could be read only in conjunc- 
tion with other lists containing 
jumbled names. 


Financed from Berlin? 


Police declared they had evidence 


that the Hungarists 
aimed at a 


change in the stale by violence. The 
Hungarist program was known to 
he pro-German, but authorities said 
they could not supply direct evidence 
that money was sent from Berlin to 
support the movement. 


It was announced that 60 "leading 


personalities" in the 
Hungarist 


party had been sent to a concentra- 
tion camp at Kistarcsa. 


The' leader of the Hungarist 


*black corps," the allegedly terror- 
:st section which was accused of 
having bombed the Dohany street 
synagogue Feb. 3, still was sought. 


The Malayan 
slow 
loris, when 


resting or, sleeping, hangs suspend- 
ed by its feet from the bough of a 
ree. 


TROOP 72 


Congregational Church 


The regular meeting of Troop 


72 \\as held Thursday night, Feb- 
ruary 23. The meeting was start- 
ed with a game of "Simon Says," 
after which the Scout oath was re- 
peated and a game of pull-over was 
played. 


Plans were discussed for going 


to play basketball with the Port 
Edwards troop Saturday. 


Patrols were formed 
and 
the 


names selected are Flying Eagle 
and Beaver. 
One patrol has not 


yet selected a name. 
The patrol 


leaders are Jim Grouse of the Fly- 
ing Eagle, Bob Rowland of the 
Beaver, and Don Peterson. 
Jim 


Goodrich was selected senior patrol 
leader. 
Pete Rowland, our treas- 


urer, announced the troop budget 
plans. 


Richard Acott joined our troop 


and we welcomed him 
with 
the 


Scout handclasp. 


Jim Grouse, Scribe 


TROOP 74 
Nekoosa 


Boy Scout Troop 74 of Nekoosa 


held their meeting in the old gym of 
the Alexander high school at 7:30 
p. m. February 21. The meeting was 


called to order by Scoutmaster A. F. 
Kozlovsky. 


Plans were discussed for a Scout 


hike, to be held in the near future. 


The members of the first aid team 


have been constantly practicing for 
the first aid meet to be held at Wis- 
consin Rapids March 4. The five 
members of the Class A team are 
Art Crowns, Byron Crowns, Donald 
Stensberg, Larry Ward and Kenneth 
Kangas. The members of the Class 
B team are Jack Kirst, 
Bernard 


Michels, George Michels, 
Robert 


Almquist and Joe Kwasegroch. 


Following the meeting a short 


game of dodge ball was enjoyed by 
all. The next meeting will be held 
February 28. 


Larry Ward and 
Bernard Michels,, Scribes. 


CLINiG 


RELATIONS BETWEEN ORGAN- 


IZED LABOR, CONSUMER CO- 
OPERATION SUBJECT 
OF 


CONFERENCE AT RACINE. 


Racine, Wis., Feb. 25—(^P)—Rep- 


resentatives of both the A. F. L. 
and C. I. O. today attended a clinic 
on the relations of organized labor 
and consumer co-operation, first of 
its kind in the midwest. 


The three-day conference opened 


last night, with discussions by Jacob 
Baker, chairman of President Roose- 
velt's commission on inquiry into co- 
operatives in Europe, and 
Henry 


Ohl, jr., president of the Wisconsin 
Federation of Labor. 


Ohl Endorses Movement 


Ohl said the State Federation has 


uiged its members to support the 
"principle of co-operation so the 
people may enjoy the means to live 
without being 
compelled to 
pay 


tribute to some non-contributor at 
every point in the struggle for exist- 
ence." 


He added: 
"Support 
of the 
co-operative 


movement does not mean that our 
Federation at any time may be con- 
verted into cither a co-operative, as 
such, or into a political organization, 
although we may and must urge the 
promotion of collective 
effort 
in 


these fields. 


"Organized labor considers the la- 


jor and fanner unions as the prim- 
ary force to 
obtain 
increasingly 


more economic independence. The 
co-operative branch is one of the in- 
struments to gain that objective. 


Cooperation Essential 


"No group can long maintain it- 


elf as a successful co-operati\-e un- 
ess it can elicit the co-operation of 
groups with similar ideals and prin- 
ciples." 


Baker asserted that "the 
wage 


workers of the country, taken al! to- 
gether, have simply a little bit more 
money to handle, but they 
haven't 


had any good from it." 


"The most hopeful way out of 


this dilemma," he said, "is for wage 
earners also to organize ,5nto co-op- 
erative societies to reduce costs and 
improve the quality of the 
goods 


they must purchase for the support 
pf their families." 


WHERE WOULD WE BE WITHOUT 


SIGHT? 


And yet how little we appreciate the great importance and value of 
good vision. Be good to your eyes. Give them the care they right- 
tully earn for you. Defective eyes cause many physical ailments, 
auto accidents and oilier hazards. Also, the waste of' thousands of 
dollars m inefficient service rendered due to nerve waste, because of 
eyestram. Have your eyes examined and if in need of glasses, we 
assure you a perfect fitting at a fee to fit your purse. Why pay 
more? 
Dr. Kersten-Dubinski Health Clinic 


Phone 69 


Mrs. 9 A. M. to 5:30 P. M. 
Nash Block 


Evenings by Appointment. 


University Officials, 


Faculty Members to 


Protest Budget Cut 


Madison, Wis., Feb. 
25—(IF)- 


University of 
Wisconsin 
officials, 


deans and faculty members will de- 
scend upon the legislative 
finance 


committee Wednesday to protest a 
$1,045,0.39 cut in their budget 
as 


recommended by Governor Heil. 


The university hearing is the last 


major hurdle for the committee be- 
fore it reports the budget bill to the 
assembly for action. Several weeks 
of executive sessions may be neces- 
sary to shape its recommendations. 


Sees Reduced Efficiency 


President Clarence A. Dykstra's 


defense against a budget cut will be 
based upon what it will do to the 
teaching staff. He already has stat- 
ed material reductions in 
salaries 


and faculty personnel would be im- 
perative and that this would reduce 
the university's efficiency 
because 


enrollments and teaching loads have 
increased. 


In round figures the university re- 


ceived $8,000,000 for the two years 
ending June 30, requested $14,000,- 
000 for the next two years and re- 
ceived in recommended 
appropria- 


tions, $7,000,000. 
The requests in- 


cluded substantial sums 
for 
new 


buildings. 


Hear Reorganization Bills 


Two bills resulting from repeal of 


former Governor LaFollette's reor- 
ganization program will be heard 
next week. 


The bill of Senator Coakley (Rep.) 


Beloit, creating the state securities 
division as a separate 
department 


under a director and a deputy will 
be considered by the senate corpor- 
ations and taxation committee Wed- 
nesday. The division was first trans- 
ferred to the banking 
commission 


and then back to the public service 
commission. 


The finance committee will hear 


Tuesday the bill of Senator Bolens 
(Dem.), Port Washington, authoriz- 


ing the tax commission to take over 
the business and tax research work 
of 
the 
department of commerce 


which soon will be abolished. 


Lolens 
would 
transfer 
$10,000 


which remains of the department's 
appropriation to the tax commis- 
sion. 


Asks Union Agents Licensed 
Another conflict over existing lab- 


or laws is expected Thursday when 
an assembly committee takes up the 
bill of 
Assemblyman 
Mclntyrc 


(Rep.), Lancaster, to license 
labor 


organizers 
and 
union 
business 


agents. His bill requires licensing by 
the secretary of state for a fee of 
$100 from organizers and $25 from 
agents. 


It gives the secretary of state 


power to revoke a license upon ma- 
terial misstatement of fact in the 
application of a "continued and flag- 
rant course of misrepresentation." 
Labor leaders bitterly oppose the 
measure. 


Seek Installment Tax Payments 
The assembly judiciary 
commit- 


tee will hear arguments Thursday 
on installment paying of 
property 


taxes. The legislation has been spon- 
sored by Assemblymen Daugs of Ft. 
Atkinson and Double, of Milwaukee, 
both Democrats, Kostuck, 
Stevens 


Point, Progressive, 
and Niemuth-, 


Oshkosh Republican. 


One bill requires local units to ac- 


cept tax payments in three install- 
ments without interest. The install- 
ments are 50 per cent in January, 25 
per cent in April and 25 per cent in 
July. After 1942 the ratio would be 
altered to 40-30-30. 


Another bill by the same spon- 


sors would have similar effect but 
upon a voluntary basis. 
It allows 


first and final payments in January 
and July with as many installments 
in between as the local 
governing 


bodv desires. 


Release Michigan 
Pair Sentenced 
for Vote Fraud 


Jackson, Mich., Feb. 25—(JP)— 


Elmer B. O'Hara, former state Dem- 
ocratic chairman, and Anthony J. 
Wilkowski, former state Democratic 
senator, both convicted in the 1934 
Wayne (Detroit) county vote re- 
count scandal, were released yester- 
day from southern Michigan prison. 


Their release was ordered by the 


state parole board with permission 
of the judge who sentenced them. 
With time off for 
good behavior 


they would have become eligible for 
parole next November. 


O'Hara, who was Wayne county 


clerk at the time of his conviction, 
refused to pose or talk for 
news- 


papermen. 
He 
left for 
Detroit, 


where it was understood he would 
re-enter the real estate business. 


Wilkowski left with his brother, 


Leo, who was elected to succeed him 
in the state senate, for his home in 
Hamtranck, 
Detroit 
suburb. Wil- 


kowski was elected to membership 
of the Democratic state central com- 
mittee last week. 


The two were convicted, with 17 


others, of an allegedly fraudulent 
recount in the closely contested 1934 


RADIO 
PROGRAMS 


SATURDAY 


Brown' 


. 


wSsS, Tvcco".11 Uakw; CBS to 


II p. in— Hit Pjirafle. CUP to \VBUM. 
\\ISN, \VTAO. WKBH. \VCCO 


!> p. in.— XBC Sjmpliony, Blue not- 
network. 


SUNDAY 


7 p. m.— Charlie MeCsirtbv, NBC 
WTMJ, WJUA. KSTI'. W.MAQ. 
8 p. m. 


to 
. 
. . 
John Charles Thomas, CBS to 
W15I5M. \V1SN. WTAQ. WKIHl, \VCCO 
8.30 p 
. 
, 


Album of ramiliar Music, 
'3> W1BA- WEBC, KSTI'; 


!> p. in.— Robert 
Rcncbley, 
WliJBM, WISN. \VCCO. 
CBS to 


MONDAY 
7 p. m — Al IVarcp. NBC to 
WTMJ, 
AVJBA, KSTP. W.MAQ. 
wcco ' Kji6xMlustl'els' CBS to AVBBJI- 


S p. ' in. — Hour of 
Charm, 
NBC to 
WTMJ, WHBC. KSTP, WMAQ. 
S::!0 p. in — llddv Piiehiu's 
orchestra 


NBC to WTMJ, WJBA, WEBC, KSTI', 


9 p. m — Guy 
T^omliardo'a 
orchestra, 
CP.S to WBBM, KMOX. 


•).r»0 
p. 
in— Kdrtle 
Cantor. 
CBS 
to 
WBBM, W1SN, WTAQ. WKBU, WCCO. 


races for secretary of state and at- 
torney general. 


CASH PRIZES GIVEN TO HIGH SCHOOL 


STUDENTS 


To the boy or girl who writes the best 50 to 75 word theme on the 
following subject: The Proper Care of the Eyes, and Why. Those 
competing will be entitled to the following cash prizes: 1st prize 
$3.00, 2nd $2.00, 3rd prize $1.00. The material however used for 
writing on this subject may be obtained from the educational ad- 
vertising in this issue of the Tribune over the name 
Dr. Kersten-Dubinski Health Clinic 


Nash Block 
Phone 69 


COMPETENT JUDGES WILL AWARD THE PRIZES 


Mail your themes to this office or bring them in personally. They 
must be in by March 6th. 


For Fuel 
Economy 
ui*it For Heat 


Comfort 


WINTERKING 


GOAL 


America's Finest Coal 


for Household Use! 


Its Premium qualities and its fool- 
proof burning characteristics give 
the user almost automatic heat 
control and heat comfort—Don't 
just buy coal, buy WINTERKING. 


PHONE 581 NOW 


PEOPLE'S COAL CO. 


Complete Stock of 


STOKER COAL — PACKAGED POCAHONTAS 


BRIQUETS — HARDWOOD & KINDLING • 


IT'S TIME TO 


FOR SPRING 
m 


. IF YOU NEED SOME PARTICULAR TOOL OR IMPLEMENT— 
, IF YOU NEED AN ADDITIONAL HORSE OR TEAM— 
. IF YOU NEED MORE CATTLE, HOGS AND OTHER STOCK— 
. IF "YOU NEED BUILDING MATERIALS OF ANY KIND— 


A Tribune Classified Ad will get it for you quickly and at a price you 
will be glad to pay. 


Or perhaps you have some of the above mentioned items that you 
wish to sell or trade . . . You'll be surprised at the quick response a 
small ad will bring. 


POULTRY 


— AND — 


SUPPLIES 
" (CLASS 43) 


is a most important want-ad 
classification. Hatchery adver- 
tising in this classification al- 
ways gets,amazing results. 
If you have anything in chick 
raising 
equipment 
that 
you 


want to buy or dispose of, ad- 
vertise it in this section for al- 
most certain results. 


lEED 


for sale, exchange, or "wanted to buy" is an im- 
portant item, right now, that always finds a 
ready response. 


Of course there arc dozens and dozens of other needs that can be 
obtained through want-ads . . . Help wanted — Lost or strayed 
For sale or rent — Wood, hay, straw, etc. 


tt, 


It's easy to use Tribune Want-Ads. Just read the instructions .on top 
of the first column on the want-ad page and you will be able to 
figure the cost for as many insertions as you want . . . then mail 
stamps, money order, check, or cash to Adi-Taker, Wisconsin Rapids 
Tribune, and your ad will receive the best of attention. 


Or you can phone your ad and make arrangement for convenient 
payment. 


ARE MONEY THROUGH 
TRIBUNE WANT-ADS 


?; 
! 


